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Index of Hardware Products of Our Manufacture 



ASH DUMPS — 

4 Sizes 3 Styles 

ASH PIT DOORS — 

10 Sizes 1 Style 

BOILER HANDLES — 

2 Sizes 1 Style 

BRICK CARRIER — 

1 Size 2 Styles 

BROOM BANDS— Wire — 

Round and Oval Shape 

BROOM BANDS— Whisk — 

BASKETS— Wire Bushel — 



1 Size -- 1 Style 

CAMP GRIDS — 

2 Sizes 2 Styles 

CAMP STOVES — 

2 Sizes — 2 Styles 

CASTERS — Stove — 

1 Size 1 Style 

CASTERS — Range Attachments — 

1 Size 1 Style 

CESSPOOLS — 

5 Sizes 1 Style 

CHIMNEY CAPS — 

4 Sizes. 1 Style 

CHIMNEY TOPS — Revolving — 

8 Sizes 1 Style 

COVERS — CISTERN — 

4 Sizes 1 Style 

COVERS — MANHOLE — 

2 Sizes 1 Style 

COVERS — COAL HOLE — SIDEWALK — 

1 Size 1 Style 

CLINKER TONGS — 

1 Size 1 Style 

CLOTHES REEL CENTERS — 

1 Size 1 Style 

COAL CHUTES — 

9 Sizes — With or Without Hopper 7 Styles 

Cast Door, Glass Door, Steel Door 

CYLINDER HEADS— VENTILATING — 

4 Sizes 2 Styles 

DAMPER CLIPS — Steel and Cast — 

3 Sizes 3 Styles 

DAMPERS, ADJUSTABLE, COOK STOVE — 

I Size 1 Style 

DAMPERS, CHECK — 

6 Sizes 2 Styles 

DAMPERS, DOME, FOR FIREPLACE — 

II Sizes 3 Styles 

DAMPERS, HOT AIR, SHEET METAL — 

6 Sizes 1 Style 

DAMPERS, SMOKE PIPE — 

Q Qfool on/1 Poet T? r\A 



Iron, Wood and Wire Coil Handles 



FIRE BACKS FOR STOVES — Diamond Extension — 

2 Sizes 1 Style 

FIRE FRONT GRATES for Stoves — Diamond Extension 

1 Size 1 Style 



FIRE PLACE ANDIRONS — 

36 Styles — Cast and Wrought Iron — Solid Brass — 

Plain and Hammered 

Black, Swedish, Brush and Antique Brass Finishes 
FIRE PLACE GRATES — 

12 Styles — Cast Iron — Solid Brass Fronts — Plain and 

Hammered 

Black, Swedish, and Antique Brass Finishes 

FIRE PLACE SCREENS — 

21 Styles — Steel and Brass — Flat and Round Frames 

— Plain and Hammered 

Black, Swedish, Brush and Antique Brass Finishes 
FIRE PLACE SPARK GUARDS — 

3 Styles — Flat and Round Frames — Plain and 

Hammered 

Black, Coppered, Swedish Finishes 

FIRE PLACE SETS — 

24 Styles — Iron, Steel and Brass — Plain and 

Hammered 

Black, Swedish, Brush and Antique Brass Finishes 

FLOOR DRAINS — 

3 Styles 4 Sizes 

FLUE THIMBLES — 

12 Sizes 1 Style 

FOUNDATION VENTILATING GRATES — 

9 Sizes 1 Style 

GARAGE DOORS — Steel — 

GRIDDLES — Hotel — 

5 Sizes 4 Styles 

LIFTERS — Stove Cover — 

OVEN SHELVES— WIRE — 

6 Sizes 1 Style 

PAPER BURNERS— WIRE — 

4 Sizes 1 Style 

PEONY SUPPORTS — 

PLANT PROPS — 

POKERS — 

2 Styles — Furnace and Stove 

SAD IRON HEATERS — Round — 

SCREENS — Window, Metal Frame — 

SHAKERS — Stove and Furnace — 

SHOE LASTS AND STANDS — 

11 Sizes 2 Styles 

STANCHION IRONS — 

1 Size 1 Style 

STOVE PIPE MANDRELS — 

2 Sizes 2 Styles 

STOVE PIPE REGISTERS — 

3 Sizes 2 Styles 

STOVE REPAIRS — 

Original and Adjustable 

VISES — 

G Sizes 2 Styles 

WATER BACKS — 

WATER FRONTS — 

WATER HEATERS — Furnace — 

WINDOWS — Steel — 

WIRE WINDOW GUARDS — 

WIRE FRAMES FOR LAMP SHADES — 

WIRE SPECIALTIES OF ALL KINDS — 




This index gives general information as to the hardware 
products manufactured by THE ADAMS COMPANY. 

Circulars descriptive of each individual article, giving 
complete information furnished upon request. 

Issued June 1 , 1926. 

im_ 6-11-26 







ADAMS FIREPLACE FURNITURE 

CATALOG NO. 11 










No. 1 21 19 11 ___ 50 10.00 









No. 1 —29 26 11 > 60 16.00 

No. 1 36 34 11 85 23.00 





Front 


Back 


Depth 


Grate Crated 


List Price 




inches 


inches 


inches 


Weight lbs. 


Each 


No. 2 


18 


17 


12 




_ __$11.00 


No. 2 


20 _ 


17 


12 




11.00 


No. 2 










_____ 12.00 


No. 2 


24 


22 


12 


60 _ 


13.00 


No. 2 


27 


24 


_ _12 


75 


._ _ 15.00 


No. 2 




27 


— 12 


75 


18.00 


No. 2 ... 


36 


34 __ 


—12 .. 


90 


_ __ 24.00 





Front 


Back 


Depth 


Grate Crated 


List Price 




inches 


inches 


inches 


Weight lbs. 


Each 


No. 4 






12_ . 




$14.00 


No. 4 




- 23 „ 


_ 12. . 


60 _ _ . 


16.00 


No. 4 






_ 12 


75 — . 


18.00 


No. 4 






12 


80 _ 


22.00 



List 

Price 

Each 

$9.00 

10.00 

11.00 

12.00 

11.00 

12.00 

13.00 

16.00 
25.00 



nnnar 

NO. 20 and 21 — Black 
With Detachable Ends and Legs 



Grate 

Front Rear Depth Height Crated 
inches inches inches inches Weight lbs. 



No. 20 20 17 12 8 54- 



No. 


20 






_ 12_ _ 


8/4- 


29— 


No. 


20 








— 8 J4- 


33 


No. 


20 




27„ 


— 12 — 


— 854 


_ _ 36 


No. 


21 _ _ 




21 — 


—14__ 


8J4 


-_45- 


No. 


21 .. 




24— 


— 14— 


— 8J4 


.—50 


No. 


21 


.30— 


27— 


14 


8/4 


55 


No. 


21 










65 __ 


No. 


21 


_40— 


36 


14 


8J4 


75 





Front 


Back 


Depth 


Grate Crated 


List Price 




inches 


inches 


inches 


Weight lbs. 


Each 


No. 3 


99 


_ 16 __. 


12 _ 


60 __ 


___ $12.00 


No. 3 


- _ 24 _ 


19 _ 


_ 12 


-65 


14.00 


No. 3 












No. 3 










__ _ 18.00 


No. 3 








__95 


24.00 


No. 3 Special 24 _ 






70 


16.00 


No. 3 Special_27 _ 


99 




_• 75 „ . 


18.00 


No. 3 Special 30 


— 25 . - 


_15 


_ - 85 _ 


20.00 


No. 3 Special 36 _ 


_ 30 


15 .. 


— _ 105 _ _ . 


_ _ 26.00 



Front 

inches 

.— 17 - 



Back Depth Grate Crated List Price 
inches inches Weight lbs. Each 

15 11 30 $ 9.00 



ADAMS FIREPLACE GRATES 




T 





i 



Front Back Depth Grate Crated List Price Front Back Depth Grate Crated List Price 

inches inches inches Weight lbs. Each inches inches inches Weight lbs. Each 

No. 5 19 17 11 50 $13.00 No. 6 22 16 12 60 $16.00 

No. 5 21 19 11 50 14.00 No. 6 24 19 12 65 18.00 

No. 5 23 21 11 50 15.00 No. 6 27 22 12 75 20.00 

No. 5 26 24 11 60 17.00 No. 6 30 25 12 75 22.00 

No. 5 29 26 11 70 20.00 No. 6 36 31 12 95 28.00 

No. 5 36 34 11 85 27.00 No. 6 Special___24 19 15 70 20.00 

No. 6 Special 27 22 15 75 22.00 

No. 5F 19 17 11 50 13.00 No. 6 Special___30 25 15 85 24.00 

No. 5F 21 19 11 50 14.00 No. 6 Specials 36 30 15 105 30.00 

No. 5F 23 21 11 50 15.00 No. 60 22 16 12 60 18.00 

No. 5F 28 24 11 60 17.00 No. 60 24 19 12 65 20.00 

No. 5F 29 26 11 70 20.00 No. 60 27 22 12 75 23.00 

No. 5F 36 34 11 85 27.00 No. 60 _30 25 12 75 !_ 25.00 

No. 60 36 31 12 95 31.00 

No. 50 19 17 11 50 15.00 No. 60 SpeciaL_24 19 15 70 23.00 

No. 50 21 19 11 50 16.00 No. 60 SpeciaL_27 22 15 75 25.00 

No. 50 23 21 11 50 17.00 No. 60 SpeciaL_30 25 15 85 27.00 

No. 50 26 24 11 60 19.00 No. 60 Special__36 30 15 105 33.00 

No. 50 29 26 11 70 23.00 No. 600 22 16 12 _65 30.00 

No. 50 36 34 11 85 30.00 No. 600 24 19 12 70 33.00 

No. 600 27 22 12 85 36.00 

No. 500 19 17 11 55 27.00 No. 600 30 25 12 .85 38.00 

No. 500 21 19 11 55 29.00 No. 600 36 31 12 105 45.00 

No. 500 23 21 11 55 30.00 No. 600 Special_24 19. 15 80 36.00 

No. 500 26 24 11 65 33.00 No. 600 Special_27 22 15 90 38.00 

No. 500 29 26 11 75 36.00 No. 600 Special_30 25 15 90 40.00 

No. 500 36 34 11 95 44.00 No. 600 Special_36 30 15 110 47.00 



ADAMS FIREPLACE GRATES 




ADAMS ELECTRIC 
FIREPLACE GRATE 

WITH HEATING UNIT 



BLACK — PLAIN 

Without Heating Unit With Heating Unit 

Front Back Depth Grate Crt. List Price Grate Crt. List Price 





Inches 


Inches 


Inches 


Wt. Lbs. 


Each Wt. 


Lbs. 


Each 


No. 


1-19 


_ 17. 


11 


70 


$27.00 


78 


$62,00 


No. 


1-21 


...19 


__11__ 


75 


29.00 


83 


64.00 


No. 


1-23 


—21 _ 


11 


85 


31.00 


93 


66.00 


No. 


1-26.. _ 


24__ 


11__ 


— 95 


35.00 


103 


70.00 








SWEDISH — HAMMERED 






No. 


5-19 


_ 17 . 


11 


80 


31.00 


88 


66.00 


No. 


5-21 


19 


11 


85 


33.00 


93 


68.00 


No. 


5-23 


_. 21 _ 


. .11 _ 


90 


35.00 


98 


70.00 


No. 


5-26 


. _ 24 _ 


11 


100 


39.00 


108 


74.00 






ANTIQUE BRASS — 


HAMMERED 






No. 


50-19 


17 


... 11__ 


80 


37.00 


88 


72.00 


No. 


50-21 _ 


19 


11__ 


85 


39.00 


93 


74.00 


No. 


50-23... 


..21. _ 


_ . 11 


. 90 


42.00 


98 


77.00 


No. 


50-26. __ 


. . 24__ 


11 


100 


46.00 


108 


81.00 






No. 3405 — Fireside 

FIRESIDE 

BASKETS 



Shipping List Price 

Length Width Depth Weight Bach 

No. 1 — Hammered Swedish 16" 12J4" 13" 22 lbs $15.00 



BROWN COLOR- 
POLISHED FINISH 
Made of Carefully Selected Willows 

Strong and Substantial 



ADAMS METAL FIRESIDE BASKETS 



No. 2 — Hammered Antique Brass 16" 12*4” 13" 22 lbs. 

Distance from floor to top of handle 21 inches. 



FIRESIDE BASKETS 

Shipping 

Length Width Depth Weight 

No. 3402 — Magazine 21" 11 54" 14" 18 lbs._ 

Distance from floor to top of handle 1954". 

No. 3405 — Fireside 24" 17" 854" 18 lbs._ 

Distance from floor to top of handle 16". 



15.00 



List Price 
Each 

$14.00 

14.00 



No. 3402 — Magazine 



ADAMS 

61" long, 5/s" thick. Prongs *6" long, twisted. 



LOG ROLLER 

4 > Weight each 4^ lbs. List Price Each $4.00 




ADAMS ANDIRON SHANK COVERS 



BLACK IRON 



Length 19 inches 

Width 4^4 inches 

Height Over All 954 inches 

Height Andiron Opening 5*4 inches 

Weight Per Pair 45 lbs. 

List Price Per Pair $12.00 



May be used with or without Andirons. 



■ 



ADAMS SPARK GUARDS 

No. 0— JET BLACK FINISH 




No. 8— COPPERED 
30 inches high — 5 inches deep 

No. 8 Spark Guards are made 
of No. 17 Coppered Wire. Frame 
is No. 8 Wire, lined with fine 
mesh Black Cloth. This Guard 
is inexpensive, but good. 

Width Wt. Vi Doz. List Price 
inches crated, Lbs. Each 

26 40 $4.00 

30 50 5.00 

36 60 6.00 

42 70 8.00 



31" high — 7" deep, except 50" 
which is 10" deep 

Made of 6 Mesh Black Wire 
Cloth, Brass Handles and Orna- 
mental Brass Center Pieces. 
Outside Rod tV' Iron. Center 
has two Iron Rod Supports. 
Guards are Heavy and Strong. 

Width Wt. y 2 Doz. List Price 
inches crated, Lbs. Each 

27 55 $6.00 

31 65 7.00 

37 80 9.00 

43 100 13.00 

50 125 17.00 




No. 8 SPECIAL SIZE GUARDS MADE TO ORDER ONLY IN O STYLE 

Crating Charge is made when Spark Guards are ordered in smaller quantity than 54 Dozen. 



No. 0 




ADAMS SPARK ARRESTERS 

NO. 70 — 31 inches high. Hammered Swedish 
NO. 90 — 31 inches high. Hammered Antique Brass 

Made of 10 Mesh, No. 25 Gauge Black Wire Cloth. Flat Frame H" x 1". 
Andiron openings 1 V 4 " wide x 6J4" high. Distance between Andiron open- 
ings in center on two smaller sizes is 18"; largest size 24 . 



Width Inches 


Weight 54 Doz. Crated Lbs. 


List Price E 

$22.00 






23.00 






24.00 



Crating Charge is made when Spark Arresters are ordered in smaller quan- 
tity than 54 Dozen. 

Special Size Spark Arresters made to order. 



ADAMS FIREPLACE SCREENS 

SEE NEXT TWO PAGES 






Nos. 100, 200 



No. 600 



No. 800 



L 






NO. 700 — 4 Panel. 



NO. 7000—3 Panel. 



ADAMS FIREPLACE SCREENS 



No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 



Handles and Knobs 

100 — Black Twilled Wire Black 

200— Black Twilled Wire Solid Brass 

300 — Black Twilled 



Frame 



Panels 



Round Black 4 — 12" 

Va" Round Black 4 — 12" 

12 " 



Wire— II 1-Solid Brass 34" Round Black 3—12", 18" 



600— Black Wire Cloth— 10 Mesh Solid Brass 

700— Black Wire Cloth — 10 Mesh Hammered Swedish..^" 

7000 Black Wire Cloth — 10 Mesh Hammered Swedish— ^4" 

7030 Black Wire Cloth — 10 Mesh Hammered Swedish—^ 

720— Black Wire Cloth — 10 Mesh Solid Brass 34" 

7200— Black Wire Cloth— 10 Mesh Solid Brass 34 

7230— Black Wire Cloth— 10 Mesh Solid Brass 34 h x 1 

740— Solid Brass Twilled Wire Solid Brass tV Qr11 ' 



Round Black 4 — 12" 

1" Flat Hammered Swedish 4 — 13" 

Flat Hammered Swedish 3 — 13", 24", 13" 

Flat Hammered Swedish 3 — 13", 30", 13" 

Flat Black 4 — 13" 

Flat Black 3—13", 24", 13" 

Flat Black 3—13", 30", 13" 

Square Tubing, Brass *4 — 13" 

“ ' “ 3— 13"/24" 



x 

X 1 
X 1 
X 1 
X 1 



7400— Solid Brass Twilled Wire Solid Brass Square Tubing Brass 3— 13", 74", 13" 

4000— Solid Brass Close-Twilled Wire-Solid Brass A Round So id Brass i—12 

4300 — Solid Brass Close-Twilled Wire — Solid Brass Vs Round Solid Brass — — 3 12 ,24 ,12 

750— Black Wire Cloth— 10 Mesh Solid Brass Vs" x 1" Flat Solid Brass Hammered 7,- 4 T 13 „ 

7500— Black Wire Cloth— 10 Mesh Solid Brass Vs" x 1" Flat Solid Brass Hammered 3—13 , 24 , 13 

755— Black Wire Cloth— 10 Mesh Solid Brass A" Square Tubing, Brass 4—13" 

7550 Black Wire Cloth — 10 Mesh Solid Brass A" Square Tubing, Brass 3 — 13 , 24 , 13 

800— Black Wire Cloth— 10 Mesh Solid Brass W Round Black 3—12 , 24 , 12„ 

2000— Black Close-Twilled Wire Solid Brass A" Round Black.. 4—12 

3000 — Black Close-Twilled Wire Solid Brass Vs" Round Black — — 3 12 , 24 , 12 

700F— Black Wire Cloth— 10 Mesh Hammered Flemish— 24" x 1" Flat Hammered Flemish 4—13 

7000F Black Wire Cloth — 10 Mesh— Hammered Flemish— 24" x 1" Flat Hammered Flemish 3 — 13", 24", 13" 

900— Black Wire Cloth— 10 Mesh Antique Brass Vs" x 1" Flat Hammered Antique Brass 4—13" 

9000— Black Wire Cloth— 10 Mesh Antique Brass Vs" x 1" Flat Hammered Antique Brass 3—13", 24", 13" 

9030 Black Wire Cloth — 10 Mesh Antique Brass Vs" x 1" Flat Hammered Antique Brass 3 — 13", 30", 13" 

7035 Black Wire Cloth — 10 Mesh Ornamental Vs" x 1" Flat Hammered Swedish 3 — 13", 30", 13" 

9035— Black Wire Cloth— 10 Mesh Ornamental Vs" x 1" Flat Hammered Antique Brass 3—13", 30", 13" 



Screens Packed in Individual Cartons. Crating Charge is Made when Screens are ordered in smaller quantity than Dozen. 





■ 




NO. 720—4 Panel. NO. 7200—3 Panel. 

ADAMS FIREPLACE SCREENS 



Height Panels Width y 2 Doz. Boxed Lbs. List Each 



No. 100 30" 


_4_ 


12" 


— 105 


-$12.00 


No. 100 36"— 


_4 


12" 


125 


_ 15.00 


No. 200 26" — 


4 


—12" 


85 


_ 11.00 


No. 200 30" 


_4_ 


i 

i 

i 

i 

i 

i 

i 

i 

i 

i 

i 

i 

i 

i 

i 

i 

02 

r-l 

! 


105 


_ 12.00 


No. 200 —36"— 


4 


12" — - - - 


125. 


_ 15.00 


No. 200 30"— 


_5_ 


12" _ 


120 _ 


_ 15.00 


No. 300 30" 


-3_ 


Center 18", sides 12" 


— 75 


_ 12.00 


No. 600 26" 


_4_ 


—12" 


_ 85_ 


_ 11.00 


No. 600 30". 


_4 


—12" 


105 _ 


_ 12.00 


No. 600_» 36" 


_4_ 


—12" 


—125 


_ 15.00 


No. 700 —26"— 


4 


_ 13" 


- 95_ 


_ 18.00 


No. 700 30"— 


4_ 


_ _13" ___ 


—120_ 


_ 20.00 


No. 700 36". - 


4 


. 13" 


-125 


_ 25.00 


No. 700-F 30" — 


_4_ 


— 13" 


-120 


- 20.00 


No. 7000 26"— 


_3_ 


Center 24", sides 13" 


—120 


_ 18.00 



No. 7000 30" 3 Center 24", sides 13"__140 20.00 

No. 7000- F 30" 3 Center 24", sides 13"— 125 20.00 

No. 7030 30" 3 Center 30", sides 13"__125 25.00 

No. 7035 30" 3 Center 30", sides 13"__145 28.00 

No. 7035 has 36" high Ornamental Center Panel. 

No. 720 30" 4 13" 120 18.00 

No. 720 36" 4 13" 125 23.00 



Height Panels Width y 2 Doz. Boxed Lbs. List Each 

No. 7200 30" 3 Center 24", sides 13"__140 $18.00 

No. 7230 30" 3 Center 30", sides 13"— 125 23.00 

No. 740 30" 4 13" 120 30.00 

No. 7400 30" 3 ^Center 24", sides 13"__140 30.00 

No. 750 30" 4 13" 120 25.00 

No. 7500 26" 3 Center 24", sides 13"__120 23.00 

No. 7500 30" 3 Center 24", sides 13"__140 25.00 

No. 755 30" 4 13" 120 28.00 

No. 7550 30" 3 Center 24", sides 13"— 140 28.00 

No. 800 26" 3 Center 24", sides 12"__ 105 11.00 

No. 800 30" 3 Center 24", sides 12" — 120 12.00 

No. 900 26" 4 13" 95 18.00 

No. 900 30" 4 13" 120 20.00 

No. 900 36" 4 13" 125 25.00 

No. 9000 26" 3 Center 24", sides 13"— 120 18.00 

No. 9000 30" 3 Center 24", sides 13"__140 20.00 

No. 9030 30" 3 Center 30", sides 13"__145 25.00 

No. 9035 30" 3 Center 30", sides 13"__145 28.00 

No. 9035 has 36" high Ornamental Center Panel. 

No. 2000 30" 4 12" 130 18.00 

No. 3000 30" 3 Center 24", sides 12"__140 18.00 

No. 4000 30" 4 12" 120 28.00 

No. 4300 30" 3 Center 24", sides 12"__120 28.00 



All Screens Packed in Individual Cartons. 

Crating Charge is made when Screens are ordered in smaller quantity than Dozen. 





No. 5 




No. 6 No. 7 



No. 12 





ADAMS ANDIRONS 

Weight Lbs. List Price 
Height Per Pair Per Pair 

No. 1— 1354"— Black, 3 ^" Bal1 30 $10.00 

No. 1—19" Black, 3 54" Ball 35 12.00 

No. 2 — 14" Black, With Loop 30 9.00 

No. 2 — 19^4" — Black, With Loop 34 10.00 

No. 3—16" Black, 3 " Ball 24 8.00 

No. 4 — 15" Black, Obelisk Style 22 7.00 

No. 5— 2154"— Black, 6" Ball 61 18.00 

No. 6— 1854"— Black, 6 " Oval Top 51 16.00 

No. 7 — 1354 — Black, With Loop 17 4.00 

No. 8 — 16" Black, Style 80 28 12.00 

No. 9—19" Black, Style 1, 3p£" Brass Ball 35 18.00 

No. 10— 1354"— Black, Sytle 1, 3^4" Brass Ball 30 16.00 

No. 11—16" Black, Style 3 , 354" Brass Ball 24 15.00 

No. 12 — 16" Black, 5 " Flat Head 77 20.00 

No. 12—21" Black, 5 " Flat Head 84 24.00 

No. 13 — 1754 " — Black, 3 54 " Ball 27 14.00 

No. 135-1754" — Black, 354" Brass Ball, Style 13 27 20.00 

Each Pair of Andirons Packed in Individual Carton 




No. 13 





I 




No. 15 



No. 17 







No. 21 



No. 18 



No. 22 



No. 24 



No. 16 



No. 20 







* 





No. 14 



ADAMS ANDIRONS 

Weight Lbs. List Price 
Height Per Pair Per Pair 

No. 15— 1754"— Black, 3 54" Square Top 39 $12.00 

No. 17—21" Black, 2 W Fancy Ball 32 10.00 

No. 18 — 16" Black, 2 ^" Fancy Ball 26 8.00 

No. 19 — 13^4" — Black, Style 20 23 9.00 

No. 19— 17^"— Black, Style 20 29 10.00 

No. 21— 16^"— Black, 4 " Ball 41 14.00 

No. 21— 18^"— Black, 4 " Ball 42 16.00 

No. 22 — I 8 P 2 " — Black, 4 " Fancy Ball 52 20.00 

No. 24— 18" Black 32 14.00 

No. 26 — 1854" — Black, With Loop, Style 27 22 10.00 

No. 14 — 19" Hammered Swedish, 354" Ball 28 16.00 



No. 16 — 18" Hammered Swedish, 3 54" Square 

Top 38 16.00 

No. 20 — 1354" — Hammered Swedish 26 12.00 

No. 20 — 1854" — Hammered Swedish 29 13.00 




Each Pair of Andirons Packed in Individual Carton 




No. 23 No. 25 No. 27 No. 33 No. 80 




No. 30 




No. 31 



No. 2500 



ADAMS ANDIRONS 



Weight Lbs. List Price 



Height Per Pair Per pair 

No. 23 — 19%" — Hammered Swedish 30 $14.00 

No. 25 — 18" Hammered Swedish, 4" Ball__42 25.00 

No. 27 — 18%" — Hammered Swedish 22 12.00 

No. 30 — 19" Hammered Swedish, Wrought 

Iron, Solid Brass Star 18 20.00 

No. 31 — 18" Hammered Swedish, Wrought 

Iron 18 20.00 

No. 33 — 16" Hammered Swedish, 3" Ball— 24 11.00 

No. 80 — 16" Hammered Swedish 28 16.00 

No. 2500—18" With 48" Log Roller, 

Hammered Swedish, 4" Ball_49 33.00 

No. 14-F— 19" Flemish, Style 14 28 16,00 

No. 20-F— 18%"— Flemish, Style 20 29 13.00 

No. 27-F— 18%"— Flemish, Style 27 22 12.00 

No. 1400 — 19" Hammered Antique Brass, 

Style 14 28 17.50 

No. 1600 — 18" Hammered Antique Brass, 

Style 16 38 17.50 

No. 2000 — 18%" — Hammered Antique Brass, 

Style 20 29 14.50 

No. 2300 — 19%"— Hammered Antique Brass, 

Style 23 30 15.50 

No. 2700 — 18%" — Hammered Antique Brass, 

Style 27 22 13.50 

No. 3000 — 18" Hammered Antique Brass, 

Style 25 42 28.00 







Weight Lbs. 


List Price 




Height 


Per Pair 


Per pair 


No. 3300 — 16" — 


—Hammered Antique Brass, 










Style 33 


__24 . 


— $12.50 


No. 8000—16" — 


—Hammered Antique Brass, 










Style 80 


_ 28 . 


17.50 


No. 


130—17%"- 


—Plain Solid Brass, 










Style 13 — _ 


_ 30 


40.00 


No. 


140—19" — 


—Hammered Solid Brass, 










Style 14 


_ 30 


30.00 


No. 


200-18%"- 


—Hammered Solid Brass, 










Style 20 _ — _ 


_ 32- 


30.00 


No. 


230-19%"- 


—Hammered Solid Brass, 










Style 23 


_33_ 


30.00 


No. 


240—18" — 


—Plain Solid Brass, 










Style 24 — 


_34 


44.00 


No. 


250—18"— 


— Hammered Solid Brass, 










4" Ball, Style 25 


_46_ 


50.00 


No. 


260 — 18%"- 


—Plain Solid Brass, 










with Loop, Style 27— _ __ 


_24 


_ _ 25.00 


No. 


330 — 16" — 


— Hammered Solid Brass, 










Style 33 - 


_26 


25.00 


No. 


400 — 15" — 


—Plain Solid Brass, 










Style 4_ _ - 


—25 


25.00 


No. 


800 — 16" — 


—Hammered Solid Brass, 










Style 80 -- _ 


_ 30 


— 30.00 




Each Pair of Andirons Packed in Individual Carton 




♦ 





No. 1 No. 4 No. 7 







ADAMS FIRE SETS 

Shipping Weight List 

Height Lbs. Per Set 

No. 1 — 25" — 4 Pieces, Round Steel, Black 16 $ 8.00 

No. 2 — 25" — 5 Pieces, with Brush, Black, 

No. 1 Design 18 10.00 

No. 3 — 30" — 4 Pieces, Black, No. 7 Design 18 12.00 

No. 4 — 28" — 5 Pieces, with Brush, 

Round Steel, Black 20 13.00 

No. 7 — 30" — 5 Pieces, with Brush, 

Round Steel, Black 20 14.00 

No. 8 — 28" — 4 Pieces, Black, No. 4 Design 22 11.00 

No. 11 — 30" — 4 Pieces, Square Steel, No. 5 

Design, except Plain, Black — 20 12.00 

No. 12 — 30" — 5 Pieces, with Brush, Square 
Steel, No. 5 Design, 
except Plain, Black 21 14.00 

No. 13 — 30" — 4 Pieces, Black, No. 14 Design — 21 12.00 

No. 14 — 30" — 5 Pieces, with Brush, Square 

Steel, Square Head, Black — 20 14.00 

No. 16 — 30" — 5 Pieces, with Brush, Handles 

Plain Solid Brass. Rest 

of set Square Steel, Black — 21 22.00 

No. 17 — 30" — 5 Pieces, with Brush, Handles 
Plain Solid Brass. Rest 
of Set Smooth Highly 
Polished Cold Rolled 
Steel, No. 14 Design 21 25.00 

No. 21— 25"— 4 Pieces, Handles Hammered 
Swedish. Rest of Set 
Black, No. 22 Design 17 10.00 

No. 22 — 25" — 5 Pieces, with Brush, Round 

Steel, Handles Hammered 

Swedish. Rest of Set Black — 19 12.00 

No. 50 — 30" — 5 Pieces, with Brush, Handles, 

Base, Rack, Cap fitting 
over Brush Hammered 
Solid Brass. Rest of set 
Plain, Black 23 25.00 

No. 70 — 30" — 5 Pieces, with Brush, Handles, 

Rack, Plain Solid Brass. 

Rest of Set Round Steel. 

Black 21 20.00 

No. 140—30" — 5 Pieces, with Brush, Handles, 

Base, Rack, Cap fitting 
over Brush Hammered 
Solid Brass. Rest of set 
Square Steel Plain, Black 23 25.00 



No. 4000— 30"— 5 


Pieces, with Brush, 

Hammered Antique Brass. 

No. 40 Design - 


..21 


_ 20.00 


No. 5000— 30"— 5 


Pieces, with Brush, 

Hammered Antique Brass. 

No. 5 Design 


-21 


_ 20.00 


All Fire 


Sets Packed in Individual Cartons 





L 



No. 50 



No. 70 



No. 140 



No. 

No. 

No. 

No. 



5m-; 




No. 5 




No. 40 



ADAMS FIRE SETS 



Height 

5 — 30" — 5 Pieces, with Brush, Square 

Steel, Hammered Swedish — 21 $18.00 

6_26"— 5 Pieces, with Brush, Hammered 

Swedish, No. 5 Design 21 15.00 

40 — 30" — 5 Pieces, with Brush, Square 

Steel, Hammered Swedish — 21 18.00 

55 — 30" — 5 Pieces, with Brush, Handles, 

Base, Rack, Cap fitting over 
Brush, Hammered Solid 
Brass. Rest of set Square 
Steel Hammered Swedish, 

No. 5 Design 23 J&5.00 



Shipping Weight List 

Height Lbs. Per Set 

No. 5-F — 30" — 5 Pieces, with Brush, Flemish, 

No. 5 Design 21 $18.00 

No. 40-F — 30" — 5 Pieces, with Brush, Flemish, 

No. 40 Design 21 18.00 

No. 145 — 30" — 5 Pieces, with Brush, Handles, 

Base, Rack, Cap fitting over 
Brush, Hammered Solid 
Brass. Rest of set Square 
Steel, Hammered Swedish, 

No. 40 Design 23 25.00 

All Fire Sets Packed in Individual Cartons 



Shipping Weight List 
Lbs. Per Set 



Manufactured by THE ADAMS COMPANY Dubuque, Iowa, V. S. A. 

,.,- 26 ESTABLISHED 1883 








ADAMS 

ELECTRIC FIREPLACE GRATES 

WITH OR WITHOUT HEATING UNIT 



Furnished in the following Finishes: 

BLACK 

SWEDISH— HAMMERED 
ANTIQUE BRASS— HAMMERED 








ADAMS ELECTRIC FIREPLACE GRATES 



Electric Fireplace Grates are used for display purposes and those with heating units 
are popular in apartment houses. 

Top and front of Adams Electric Fireplace Grates are covered with pieces of amber 
colored glass about the size of walnuts. The glass is placed on a fine wire screen which 
holds the glass in place. In the grate are two electric lamps and when burning the light 
shines through the glass and a revolving aluminum disk causes an impression of a glowing 
Fireplace Grate burning coal. 

Electric Fireplace Grates are equipped with Globar heating element which is a 
guarantee of maximum heat and a minimum electric consumption. 

These grates are equipped for 600 watt capacity, 1 1 0 volts, either direct or alternating 
current. At a small additional cost 1 000 watt capacity can be furnished. 

Grates are equipped with a detachable six foot asbestos covered heater cord with 
separate attachment plug, making easy connections with lighting fixtures. 



WITHOUT HEATING UNIT 



Black 



Front 


Back 


Depth Grate Boxed List Price 


Inches 


Inches 


Inches 


Wt. Lbs. 


Each 


No. 1-19 






70 - . 


_$27.00 


No 1-21 


19 


11 


75 .. 


. _ 29.00 


No 1-23 






_ 85_ 


— 31.00 


No. 1-26— 






95_ 


. 35.00 



Swedish — Hammered 



No. 5-19— 








___$31.00 


No 5-21 




11 — 


-85 


__ 33.00 


No 5-23 






90 


___ 35.00 


No. 5-26-__ 




___ 11 


100 __ 


___ 39.00 



Antique Brass — Hammered 



No. 50-19 — 






_80 


__ -$37.00 


No 50-21 






. —85 


_ 39.00 


No 50-23 






90 


42.00 


No. 50-26—. 




11 --- 


100 


46.00 



WITH HEATING UNIT 



Black 



Front 


Back 


Depth Grate Boxed List Price 


Inches 


Inches 


Inches 


Wt. Lbs. 


Each 


No. 1-19 


—17 


11 


73 


_$62.00 


No. 1-21 __ 


_ 19 „ 


_ _11 . 


83. 


64.00 


No. l-23_ __ 


21 


11 _ 


_93_ _ . 


66.00 


No. l-26_ 


. 24__ 


11 _ 


103 


70.00 



Swedish — Hammered 



No. 5-19— 


17 


11 


88 


_$66.0O 


No. 5-21 . 


19 


. —11__. 


93 - . 


. 68.00 


No. 5-23 


21_ 


11— 




70 00 


No. 5-26.-_ 


.24 .. 


. _ 11 . 


108 _ . 


. _ 74.00 



Antique Brass — Hammered 



No. 50-19--. 


. 17 


11 


88 


.-.$72,00 


No. 50-21__. 


19 


11 _ . 


- _ 93 


- 74.00 


No. 50-23--. 


. _21 


11 — 






No. 50-26 . 


.. 24 


11 


- 108 


81.00 



Manufactured by THE ADAMS COMP AN Y Dubuque, Iowa, U. S. A. 

_ 7 _ 28 _ 26 ESTABLISHED 1883 



SOMETHING NEW! 




ADAMS FIREPLACE SCREENS 



No. 7035 — Hammered Swedish Frame. 

No. 9035 — Hammered Antique Brass Frame. 

Black Wire Cloth — 10 Mesh — Ornamental Handles 





Height 


Panels 


Width Vi*. Doz. Boxed Lbs. 


List Price Each 


No. 7035 


30 


3 


Center 30 , sides 13 


145 


$28.00 


No. 9035 


30 


3 


Center 30 , sides 13”.. 


145 


28.00 






36 


high Ornamental Center Panel. 







Screens Packed in Individual Cartons. Crating Charge is Made when Screns are ordered in smaller quantity than /4 Dozen. 

Manufactured by THE ADAMS COMPANY Dubuque, Iowa, U. S. A. 

ESTABLISHED 1883 



— 




ADAMS 

FIRE PLACE ACCESSORIES 

r 

SOLID BRASS 

Plain and Hammered Swedish Finish 






ADAMS 

ANDIRONS 

SOLID BRASS 



No. 330—16" high. 
Hammered Swedish Finish 

Weight 26 Lbs. Per Pair. 
List Price $30.00 Per Pair. 



No. 200—18^" high. 
Hammered Swedish Finish 

Weight 32 Lbs. Per Pair. 
List Price $35.00 Per Pair. 



Each Pair of Andirons Packed in Individual Carton 



No. 230—19^" high. 
Hammered Swedish Finish 

Weight 33 Lbs. Per Pair. 
List Price $35.00 Per Pair. 







9 









No. 140 — 19" high, 
Hammered Swedish Finish 

Weight 30 Lbs. Per Pair. 
List Price $35.00 Per Pair. 



Weight 30 Lbs. Per Pair 
List Price $40.00 Per Pair 




No. 130— 17}4" high. 

Brush Finish 




No. 800—16" high. 
Hammered Swedish Finish 

Weight 30 Lbs. Per Pair. 
List Price $35.00 Per Pair. 



No. 250—18" high. 
Hammered Swedish Finish 

Weight 46 Lbs. Per Pair. 
List Price $50.00 Per Pair. 



Each Pair gf Andirons Packed in Individual Carton 








NO. 7500 — 3 Panels. NO. 750 — 4 Panels. 



ADAMS FIRE PLACE SCREENS 

SOLID BRASS 

Plain and Hammered Swedish Finish 

No. 740 — Solid Brass Twilled Wire Solid Brass Handles and Knobs 34"xl" Flat Solid Brass Frame 4 — 13" Panels 

No. 7400 — Solid Brass Twilled Wire Solid Brass Handles and Knobs F6”xl" Flat Solid Brass Frame 3 Panels, 13", 24", 13" 

No. 750 — Black No. 10 Wire Cloth Solid Brass Handles and Knobs F6"xl" Flat Solid Brass Hammered Swedish_4 — 13" Panels 

No. 7500 — Black No. 10 Wire Cloth Solid Brass Handles and Knobs ^T'xl" Flat Solid Brass Ham’d Swed._3 Panels, 13", 24", 13" 

No. 755 — Black No. 10 Wire Cloth Solid Brass Handles and Knobs ^"xl" Flat Solid Brass Frame 4 — 13" Panels 

No. 4000 — Brass Close-Twilled Wire Solid Brass Handles and Knobs tk" Round Solid Brass Frame 4-12" Panels 

No. 4300 — Brass Close-Twilled Wire Solid Brass Handles and Knobs Round Solid Brass Frame 3 Panels, 12", 24", 12" 

y 2 Doz. List Price 
Boxed Lbs. Each 

No. 740—30" high, 4 Panels, 13" wide 120 $28.00 

No. 7400 — 30" high, 3 Panels, center 24" wide, sides 13" wide 140 28.00 

No. 750—30" high, 4 Panels, 13" wide 120 25.00 

No. 7500 — 26" high, 3 Panels, center 24" wide, sides 13" wide 125 23.00 

No. 7500 — 30" high, 3 Panels, center 24" wide, sides 13" wide 140 25.00 

No. 755—30" high, 4 Panels, 13" wide 120 25.00 

No. 4000 — 30" high, 4 Panels, 12" wide 120 28.00 

No. 4300 — 30" high, 3 Panels, center 24" wide, sides 12" wide 120 28.00 



All Screens Packed in Individual Cartons 

Crating Charge is made when Screens are ordered in smaller quantities than % dozen. 





NO. 500 



Front Back Depth Grate Crated List Price 

inches inches inches Weight lbs. Each 

No. 500 20 17 12 55 $27.00 

No. 500 22 19 12 55 29.00 

No. 500 24 21 12 55 30.00 

No. 500 27 24 12 65 33.00 

No. 500 30 26 12 75 36.00 

No. 500 36 34 12 95 44.00 




NO. 600 





Front 


Back 


Depth 


Grate Crated 


List Price 




inches 


inches 


inches 


Weight lbs. 


Each 


No. 600 _ 


22 .. 


16 __ 


_ 12 _ 


_ _ 65 


$30.00 


No. 600 __ 


_ _ 24 


1 9_ _ 


12. . 


_ .70 


33.00 


No. 600 __ 












No. 600 __ 












No. 600 










45.00 


No. 600 Special 24 


19 _ 


15 


___ __80_ 


36.00 


No. 600 Special 27 


99 


__ 15— 


_90. 


38.00 


No. 600 Special 30 


25 




_ 90 


40.00 


No. 600 Special 36 


30. . 


1 5 _ _ 


110 


47.00 



ADAMS 
FIRE PLACE 
GRATES 

Solid Brass Fronts 
Hammered Swedish Finish 

FOR ADDITIONAL INFORMATION 

ON ASK FOR 

Fire Place Screens Circular F. P. S. No. 2 

Fire Sets Circular F. S. No. 2 

Hammered Swedish Finish 

Fire Place Accessories Circular S. F. P. A. No. i 

Fire Place Accessories 

(Complete Line) Catalog F. P. C. No. 9 




No. 70 



30" High. Weight 21 Lbs. List Price $20.00 
5 Pieces, with Brush. Handles, Rack, Solid Brass Brush 
Finish. Remainder of set Round Steel, Dull Jet Black 
Finish. 

All Fire Sets Packed in Individual Cartons. 

ADAMS 
FIRE SETS 

Steel and Solid Brass 




ADAMS FIRE SETS 

Steel and Solid Brass 



No. 16 

30" High. Weight 21 Lbs. List Price $22.00 

5 Pieces, with Brush. Handles Solid Brass Brush Finish. 
Remainder of Set Square Steel, Dull Jet Black Finish. 

All Fire Sets Packed 



No. 17 

30" High. Weight 21 Lbs. List Price $25.00 

5 Pieces, with Brush. Handles Solid Brass Brush Finish. 
Remainder of set Smooth Highly Polished Cold Rolled Steel 

in Individual Cartons. 




ADAMS FIRE SETS 

Steel and Solid Brass 



No. 140 

30" High. Weight 23 Lbs. List Price $25.00 

5 Pieces, with Brush. Handles, Base,, Rack, Cap Fitting 
over Brush, Solid Brass Hammered Swedish Finish. 
Remainder of set Square Steel Plain, Dull Jet Black binish. 



No. 145 

30" High. Weight 23 Lbs. List Price $25.00 

5 Pieces, with Brush. Handles, Base, Rack, Cap fitting over 
Brush, Solid Brass Hammered Swedish Finish. Remainder 
of set Square Steel Hammered Swedish Finish. 



All Fire Sets Packed in Individual Cartons. 






) 




No. 50 

30" High, Weight 23 Lbs. List Price $25.00 
5 Pieces, with Brush. Handles, Base, Rack, Cap fitting over 
Brush, Solid Brass Hammered Swedish Finish. Remainder 
of set Plain Dull Jet Black Finish. 



No. 55 

30" High. Weight 23 Lbs. List Price $25.00 
5 Pieces, with Brush. Handles, Base, Rack, Cap fitting over 
Brush, Solid Brass Hammered Swedish Finish. Remainder 
of set Square Steel Hammered Swedish Finish. 




All Fire Sets Packed in Individual Cartons. 



ADAMS FIRE SETS 



Steel and Solid Brass 



Manufactured by THE ADAMS COMPANY Dubuque, Iowa, U. S. A. 

gm — SBFP-2 1-2-26 ESTABLISHED 1883 




ADAMS 

FIRE PLACE ACCESSORIES 

Hammered Swedish Finish 










Front 

Inches 


Back 

Inches 


Depth 

Inches 


Grate Crated List Price 
Weight Lbs. Each 


No. 


5. 










__$13.Q0 


No. 

No. 


5 


21 


19 


11 _ 


50_ 


_ 14.00 


5_ 




21 


__ -11 __ 


_ .50 


__ 15.00 


No. 

No. 

No. 


5 


26 _ . 


24 _ 


__ 11 _ 


60 _ 


17.00 


5 


29 _ . 


25- - 


M 

_11 __ 


. 70 


20.00 


5_ 


36 


34 


U_. 


__ 85 


__ 27.00 





Front 


Back 


Depth 


Grate Crated List Price 




Inches 


Inches 


Inches 


Weight Lbs. 


Each 


No. 6 








60 


-_$16.00 


No. 6 






... 12 


65 


- 18.00 


No. 6 








75 


- 20.00 


No. 6 


30 


25 


12 -_ 


75 


_ 22.00 


Mn a 




__ __31 _ . 


12_ _ 


95 


_ 28.00 


No. 6 Special_24 — 




_15 


70 _ 


__ 20.00 


No. 6 Special_27 


09 






__ 22.00 


No. 6 Special_30 — 




_15 - 


—85 


__ 24.00 


No. 6 


Special_36 — 


30 — 




105_. _ 


__ 30.00 



FIRE PLACE GRATES 

Hammered Swedish Finish 



FOR ADDITIONAL INFORMATION 

ON ASK FOR 

Solid Brass Fire Place 

Accessories Circular SBFPA No. 2 

Antique Brass Fire Place 

Accessories Circular ABF PA No. 2 

Fire Place Accessories 

(Complete Line) Catalog F.P. No. 10 




Manufactured by THE ADAMS COMPANY Dubuque, Iowa, U. S. A. 

ESTABLISHED 1883 





t 




i 

l 






! 




No. 14 — 19" high, 3 l / 2 " Ball. 

Weight 28 Lbs. Per Pair 
List Price Per Pair $16.00 




No. 16 



No. 16—18" high, Square Top. 

Weight 38 Lbs. Per Pair. 

List Price Per Pair $16.00 



Each Pair of Andirons Packed in Individual Cartons. 






ANDIRONS 

Hammered Swedish Finish 






No. 20 



No. 27 



No. 33 

No. 33—16" high, 3" Ball. 

Weight 24 Lbs. Per Pair. 

List Price Per Pair $11.00 



No. 20 — 13J4" high. 

Weight 26 Lbs. Per Pair. 

List Price Per Pair $12.00 

No. 20 — 18^" high. 

Weight 29 Lbs. Per Pair. 

List Price Per Pair $13.00 



No. 27 — 18 * 4 " high, with Loop. 

Weight 22 Lbs. Per Pair. 

List Price Per Pair ^__$12.00 



Each Pair of Andirons Packed in Individual Cartons. 






ANDIRONS 



Hammered Swedish Finish 





ANDIRONS 

Hammered Swedish Finish 



Each Pair of Andirons Packed in Individual Cartons. 



No. 23 



No. 23 — 19*4” high. 

Weight 30 Lbs. Per Pair. 

List Price Per Pair $14.00 



No. 31 

WROUGHT IRON 
No. 31— IS" high. 

Weight 18 Lbs. Per Pair. 

List Price Per Pair $20.00 



No. 25 



No. 25 — 18" high, 4" Ball. 

Weight 42 Lbs. Per Pair. 

List Price Per Pair $25.00 





No. 80 

No. 80 — 16" high, Loop Handle. 

Weight 28 Lbs. Per Pair. 



List Price Per Pair $16.00 




No. 2500 

No. 25C0— 18" high, 4" Ball. 



With 48" Log Roller. 

Weight 49 Lbs. Per Pair. 

List Price Per Pair $33.00 

Each Pair of Andirons Packed in Individual Cartons. 



ANDIRONS 

Hammered Swedish Finish 









>H 





No. 700 — 4 Panel. No. 7000 — 3 Panel. No. 7030 — 3 Panel. 

ADAMS FIRE PLACE SCREENS 

Hammered Swedish Finish 

10 Mesh Black Wire Cloth. %" x 1 Flat Frame 

List Price 
y 2 Doz. Boxed Lbs. Each 

No. 700 — 26" high, 4 Panels, 13" wide 95 $18.00 

No. 700 — 30" high, 4 Panels, 13" wide 120 20.00 

No. 700 — 36" high, 4 Panels, 13" wide — 125 25.00 

No. 7000 — 26" high, 3 Panels, center 24" wide, sides 13" wide.120 18.00 

No. 7000 — 30" high, 3 Panels, center 24" wide, sides 13" wide_140^ 20.00 

No. 7030 — 30" high, 3 Panels, center 30" wide, sides 13" wide_145r 25.00 



ADAMS SPARK ARRESTER 

Hammered Swedish Finish 
NO. 70 — 31 inches high 

No. 70 Spark Arrester is made of 10 Mesh, No. 25 Gauge Black Wire 
Cloth. Flat Frame x 1", Hammered Swedish Finish. Andiron openings 
l^i" wide x 6 y 2 high. Distance between Andiron openings in center on two 
smaller sizes is 18". Largest size 24". 



Width Inches 
31 


Weight y 2 Doz. Crated Lbs. 


List Price Each 

$22.00 


37 




__ ___ 23.00 


43 




24.00 



NO. 70 

Crating Charge is made when Screens and Spark Arresters are ordered in smaller quantities than One-Fourth Dozen. 





No. 




No. 5 

5 — 30" — 5 Pieces, with Brush. Square Steel, 

Weight 21 lbs. List Price $18.00 

Packed in Individual Carton. 




No. 40 

No. 40 — 30" — 5 Pieces, with Brush. Square Steel 

Weight 21 lbs. List Price $18.00 

Packed in Individual Carton. 



FIRE SETS 

Hammered Swedish Finish 

Manufactured by THE ADAMS COMPANY Dubuque, Iowa, U. S. A. 

3 m SFPA-i 5 - 1-26 ESTABLISHED 1883 





30" High. Weight 21 Lbs. List Price $20.00 30" High. Weight 21 Lbs. List Price $20.00 



ADAMS FIREPLACE ACCESSORIES 

Hammered Antique Brass 

Manufactured byTHE ADAMS COMPANY Dubuque, Iowa, U. S. A. 

ESTABLISHED 1883 




No. 3300 




ADAMS 

ANDIRONS 

Hammered 
Antique Brass 



No. 2000 



16" high. Weight 24 Lbs. Per Pair. 

List Price $12.50 Per Pair. 



18^" high. Weight 29 Lbs. Per Pair. 

List Price $14.50 Per Pair. 




No. 2700 




No. 2300 



18%" high. Weight 22 Lbs. Per Pair. 

List Price $13.50 Per Pair. 



19%" high. Weight 30 Lbs. Per Pair. 

List Price $15.50 Per Pair. 



Each Pair of Andirons Packed in Individual Carton 




No. 1400 




ADAMS 

ANDIRONS 

Hammered 
Antique Brass 



No. 8000 



19" high. 



Weight 28 Lbs. Per Pair. 
List Price $ 17.50 Per Pair. 



1'6" high. 



Weight 28 Lbs. Per Pair. 
List Price $ 17.50 Per Pair. 










I ft 

# *> 

• « # 




No. 3000 



18" high. 



Weight 38 Lbs. Per Pair. 
List Price $ 17.50 Per Pair. 



18" high. Weight 42 Lbs. Per Pair. 

List Price $ 28.00 Per Pair. 



Each Pair of Andirons Packed in Individual Carton 





K 








* 1 
rl 














1 


*1 








. 






I 


’I 






















I 


1 








3 






































i 




































l*i 

K 



No. 9000 and 
9030 — 3 Panels 



ADAMS FIREPLACE SCREENS 



No. 9000 — 10 Mesh BlackWire Cloth — Antique Brass Handles and 
Knobs — &"xl", Flat Hammered Antique Brass Frame — 
3 Panels, 13", 24", 13". 

No. 9030 — 3 Panels, 13", 30", 13". Otherwise same as No. 9000. 
No. 900 — 4 Panels, each 13" wide. Otherwise same as No. 9000. 
No. 9035 — 10 Mesh Black Wire Cloth — Ornamental Handles — Y%" 
xl" Flat Hammered Antique Brass Frame — 3 Panels, 
13", 30", 13". 

Screens Packed in Individual Cartons. Crating Charge is Made 
when Screens are Ordered in Smaller Quantities than *4 Dozen. 






Front 

inches 


Back 

inches 


Depth 

inches 


Grate Crated 
Weight lbs. 


List Each 


No. 50 


. _ 19 __ 


17- 


_ 11 __ 




. -$15.00 


No. 50 


21 


19 


— 11— 


50 


16.00 


No. 50 


23 


. _21 


11 




____ 17.00 


No. 50 .. 


. _ _26 


. _24 


_11 






No. 50 .. 


29 










No. 50 _ . 


36 


34 _ 


11— 







Height Panels y 2 Doz. Boxed Lbs. List Each 

No. 900 — 26" — 4—13" wide 95 $18.00 

No. 900— 30"— 4— 13" wide 120 20.00 

No. 900— 36"— 4— 13" wide 125 25.00 

No. 9000— 26"— 3— Center 24", side 13" wide 120 18.00 

No. 9000— 30"— 3— Center 24", side 13" wide 140 20.00 

No. 9030— 30" — 3 — Center 30", side 13" wide 145 25.00 

No. 9035 — 30" — 3 — Center 30", side 13" wide 145 28.00 

No. 9035 has 36" high Ornamental Center Panel. 




***'»-»*'-« UIV.I 1 VO vvuglll 1U3. -L-/13L lVdtll 

No. 60 22 16 12 60 $18.00 

No. 60 24 19 12. 65 20.00 

No. 60 27 22 12 75 23.00 

No. 60 30 25 12 75 25.00 

No. 60 .—36 31 12 95 31.00 

No. 60 Special_24 19 15 70 23.00 

No. 60 Special_27 22 15 75 25.00 

No. 60 Special_30 25 15 85 27.00 

No. 60 Special_36 30 15 105 33.00 



-ADAMS FIREPLACE GRATES 





Adams Building Specialties 




Av ams Dome Daiavltl 

4*4*'U dMGlX 
Fipe ©-rick 

Apams Ash Dump 

Tile Health 



No. 1 0 ADAMS DOME DAMPER 

Damper Operated from either FRONT, SIDE or MIDDLE 
of Fire Place. 




ADAMS ASH DUMP 

DOUBLE ACTING AUTOMATIC 




ADAMS ASH PIT DOOR 

BLACK BAKED JAPAN FINISH 



5111—8-5-26 



Manufactured by THE ADAMS COMPANY Dubuque, Iowa, U. S. A. 

ESTABLISHED 1883 CATALOG No. ABS-16. List Effective Jan. 2, 1926 




Adams Building Specialties 




FRONT VIEW 



END VIEW 



No. 10 ADAMS DOME DAMPER 



Damper Operated from FRONT, 

Throat Weight List 

Front Back Depth Opening Flue Size Crated Price 

Inches Inches Inches Inches Inches Lbs. Each 

24 17 13 18 x 10 8 x 12— 35— $5.00 

30 23 13^4 24 x 10—8 x 12—40— 6.00 

34—27—13^ — 28 x 10—8 x 12—42— 6.50 

36 29 1354 30 x 10—8 x 12—45— 7.00 

38—31—13^—32 x 10 8 x 16—48—,. 8.00 

42—35—13^4—36 x 10—8 xl6___ 60— 9.00 



SIDE or MIDDLE of Fireplace. 

Throat Weight List 

Front Back Depth Opening Flue Size Crated Price 
Inches Inches Inches Inches Inches Lbs. Each 

48—41—13^—42 x 1 0 _ _ 1 2 x 12— 65__$12.00 

54 47 13/4 48 x 10--12 x 16— 77__ 14.00 

60—53—1314 — 54 x 10__16 x 16—100— 16.00 

66 59 13 }4 60 x 10—16 x 16—116— 18.00 

72 65—13)4 66 x 10—16 x 20—142— 20.00 

PACKED ONE IN A CRATE 



Operated by Geared Mechanism. Damper easily adjusted, opened and locked, at any desired point. 
Polished Solid Brass Handle. Ashes or soot cannot collect back of damper. 




Damper Operated from either FRONT CENTER or RIGHT FRONT of Fireplace. 



Throat Weight List 

Front Back Depth Opening Flue Size Crated Price 
Inches Inches Inches Inches Inches Lbs. Each 

24 17 13*4 18 x 10—8 x 12— 35— $4.00 

30—23—13^4—24 x 10—8 x 12—40— 5.00 
34—27—13^4—28 x 10—8 x 12—42— 5.50 

36— 29— 1354 -30 x 10—8 x 12—45— 6.00 

38 31 1354 32 x 10 8 x 16—48— 7.00 

42—35—1354—36 x 10—8 x 16—60— 8.00 

Operated by ratchet lever placed underneath, 
are easily adjusted, opened and locked, at any point. 



Throat Weight List 

Front Back Depth Opening Flue Size Crated Price 
Inches Inches Inches Inches Inches Lbs. Each 

48 41 13J4 42 x 10—12 x 12— 65__$11.00 

54—47—1354 —48 x 10—12 x 16—77— 13.00 

60 53 1354 54 x 10—16 x 16—100— 15.00 

66— 59—1354 — 60 x 10—16 x 16— 116— 17.00 
72—65—1354—66 x 10—16 x 20—142— 19.00 
PACKED ONE IN A GRATE. 

Lever readily reached with poker. Working parts 
Ashes or soot cannot collect back of damper. 




FRONT VIEW END VIEW 



No. 2 HIRD’S DOME DAMPER 



Damper Operated from either FRONT or SIDE of Fireplace. 



Throat Weight List 

Front Back Depth Opening Flue Size Crated Price 

Inches Inches Inches Inches Inches Lbs. Each 

24—17—1354—18 x 10 — 8 x 12 — 32— $5.00 

30 23 1354 24 x 10 8 x 12 37 6.00 

36— 29—1354 — 30 x 10—8 x 12—42— 7.00 



Throat Weight List 

Front Back Depth Opening Flue Size Crated Price 

Inches Inches Inches Inches Inches Lbs. Each 

42—35—1354—36 x 10— 8 x 16— 52— $9.00 
48— 41 — _1354— 42 x 10—12 x 12—53—12.00 
54 — 47— 1354 — 48 x 10—12 x 16 — 80—14.00 



Operated by KNUCKLE JOINT. No bolts or screws. Highly Polished Solid Brass Handle. 
Working parts are easily adjusted, opened and locked, at any desired point. 

Ashes or soot cannot collect back of damper. PACKED ONE IN A CRATE. 



Adams Building Specialties 




No. 20 — Two Inch Outlet — with Iron Strainer — 
No. 20 — Two Inch Outlet — with Brass Strainer 
No. 30 — Three Inch Outlet — with Iron Strainer- 
No. 30 — Three Inch Outlet — with Brass Strainer 

No. 40 — Four Inch Outlet — with Iron Strainer 

No. 40 — Four Inch Outlet — with Brass Strainer- 



Adams 

Deep Seal Floor Drain 

2", 3" and 4" outlets, with tapped opening in 
bottom of bowl for testing. 



An important feature is the V/ 2 ' brass clean- 
out plug in side of bowl. 



Size a 


b c 


d e 


f g 


2-inch 14" 


sy 2 " 9 #' 


4" l/ 2 " 2" 


Pipe 1J4" Pipe 


3-inch 17# 


7 97/s" 13" 


4" 2" 2#' 


Pipe l/ 2 " Pipe 


4-inch 21# 


7 12#' 15" 


4" 2/s" 3" 


Pipe l/ 2 " Pipe 






With Ball Float 


Wt. Lbs. 


List Price 


Wt. Lbs. List Price 


17— 


—$5.00 


19. 


$7.50 


19— 


- _ 9.00 


21. 


__11.50 


33— 


_ -11.00 


36. 


16.00 


35 


— 18.00 


_ -38. 


_ 23.00 


58 


.. 21.00 


. _ -62. 


28.00 


62— 


__28.00 


. _ 66. 


35.00 




NO. 10 FLOOR DRAIN 



2 inch Outlet. 

2 inch Water Seal. 

2 inch Brass Clean-Out Plug. 



Cast Iron Strainer. 

Diameter of Strainer 7 inches 

Depth of Drain 8 inches 

Weight 14 x / 2 lbs. 

Fist Price $4.00 




ADAMS ASH PIT DOORS 

BLACK BAKED JAPAN FINISH 



Size 


Weight per / 2 Doz. 


List Price 


inches 


crated, Lbs. 


Per Dozen 


8 x 


8 . 


_ 45_ 


$12.00 


8 x 


10 _. 


60 


_ _ 13.20 


8 x 


12— 


65 


16.00 


10 x 


12 _. 


— — -70 _ 


18.00 


10 x 


14— 


_90 


20.00 


12 x 


12 


90 _ 


24.00 


12 x 


15 


112 


40.00 


16 x 


16 . 


_ 170 _ 


50.00 


16 x 


20__. 


. 227 


60.00 


24 x 


18... 


—276 


80.00 




ADAMS ASH DUMPS 

NO. 1 

DOUBLE ACTING AUTOMATIC 

Size outside 7/x8^i inches. 
Size inside 5/x7 l / 2 inches. 
Weight per dozen 40 lbs. 

List Price per dozen__$8.00 




FOUNDATION 
VENTILATING GRATES 

Black Japan Finish Prevents Rust 



Weight per Doz. List Price 



Sizes 


Lbs. 


Per Dozen 


6 x 8— . 


22 


$6.00 


6 x 10_ __ . 


26 . 


6.50 


6 x 12 


. . 31 


7.50 


8x8 


_31 


8.00 


8 x 10 


34 


8.20 


8 x 12 


36. 


9.60 


8 Y Ifi 


53 


._ _ -12.00 


10 x 12 


. . 48 _ . 


12.00 


12 x 18 




18.00 




ADAMS ASH DUMPS 



SINGLE ACTING 
NO. 2 

Size outside 10 x 10 inches. 
Size inside 7/^x7/^ inches. 
Weight per dozen 50 lbs. 

List Price per dozen $8.00 

NO. 3 

Size outside 8x8 inches. 
Size inside 5}ix5}i inches. 

Weight per dozen 33 lbs. 
List Price per dozen $7.00 




ADAMS NO. 1 CESS POOLS 

With Bell Traps 



Size Outlet Depth Wt. Doz. List Price 

4 x 4 1" 1J4" 28 lbs— Each $ .60 

6 x 6—2" 1#'__56 lbs— Each .75 

8 x 8 3" 1J4"__75 lbs— Each .90 

9 x 9—3" 1#'__88 lbs— Each 1.00 

12 x 12— 3^"__ 2"__ -174 lbs— Each 2.00 




ADAMS ASH DUMPS 

SINGLE ACTING 
NO. 4. 

Size outside 10 x 7 inches. 
Size inside 7/± x 4 Y\ inches. 

Weight per dozen 33 lbs. 

List Price per dozen $7.00 



All Ash Dumps are securely fastened to frame and will not fall out. 





ADAMS STEEL WINDOWS 

Any Size. Any Shape. Any Method of Opening. 



REGULAR STOCK SIZES 
One Light High 



No. of 


Size of 


Square Inches 


Outside Measurements Square Inches 




List Price 


Lights 


Lights 


Glass 


Width Height 


Outside Dimensions 


Weight 


Without Glass 


4 


8 x 12 


384 


36i/ 2 x 15i/ 2 -__ 


566 


__ 35 lbs 


$10.00 each 


4 


... 8 x 16__. 


512 


36i/ 2 x 191/2— 


712 


..38 lbs 


12.00 each 


4 


. _ 8 x 20 


640 


36i/ 2 x 23 1 / 2 _._ 


858 


42 lbs. 


15.00 each 


4 


... 8 x 24___ 


768 


36i/ 2 x 27 1 / 2 __- 


1004 


45 lbs. 


18.00 each 


4 


... 8 x 30_ 


960 


36i/ 2 x 33i/ 2 ... 


1223 


..50 lbs 


22.00 each 



REGULAR STOCK SIZES 
Two Lights High 



No. of 


Size of 


Square Inches 


Outside Measurements Square Inches 




List Price 


Lights 


Lights 


Glass 


Width Height 


Outside Dimensions 


Weight 


Without Glass 


8_ 


— 8 x 12 


768 


36i/ 2 x 28 


1022 


__45 lbs 


$20.00 each 


8 


... 8 x 16... 


1024 


361/2 x 36 


1314 


__ 50 lbs 


24.00 each 


8 


... 8 x 20... 


1280 


361/2 x 44 


1606 


—55 lbs 


30.00 each 


8 


___ 8 x 24... 


.1536 


361/2 x 52 


1898 


__60 lbs 


36.00 each 


8 


... 8 x 30... 


1920 


36i/o x 64 


2336 


__65 lbs 


40.00 each 


4 


...10 x 12... 


480 


231/2 x 28_ 


658 


__34 lbs 


_ 11.50 each 



REGULAR STOCK SIZES 
One Light High 



No. of 


Size of 


Square Inches 


Outside Measurements Square Inches 




List Price 


Lights 


Lights 


Glass 


Width Height 


Outside Dimensions Weight 


Without Glass 


2 


12 x 16___ 


384 


271/2 x 191 / 2 ... 


536 


...35 lbs 


_$10.00 each 


2 


_..14 x 20_ _. 


560 


311/2 x 231 / 2 — 


740 


...40 lbs 


13.00 each 


2 


...16 x 24... 


768 


351/2 X 271 / 2 — 


976 


—45 lbs 


_ . 18.00 each 


2 


...12 x 24... 


576 


271/2 x 271 / 2 -. 


756 


...41 lbs 


13.50 each 



CEMENT BLOCK SIZES 
One Light High 

No. of Size of Square Inches Outside Measurements Square Inches List Price 

Lights Lights Glass Width Height Outside Dimensions Weight Without Glass 

4 8 x 24 768 36i/ 2 x 27i/ 2 1004 45 lbs $18.00 each 

2 14 x 20 560 31i/ 2 x 23i/ 2 740 40 lbs 13.00 each 



HOLLOW TILE SIZE 
One Light High 

No. of Size of Square Inches Outside Measurements Square Inches 

Lights Lights Glass Width Height Outside Dimensions Weight 

2 12 x 24 576 27i/ 2 x 27 l / 2 756 41 lbs. 

Other Dimensions Can Be Furnished. 



GLASS — V4-inch WIRE RIBBED 



Size List Price Size 

8 x 12 Glass Lights 30c each 12 x 16 Glass Lights 

8 x 16 Glass Lights 40c each 12 x 20 Glass Lights 

8 x 20 Glass Lights 50c each 12 x 24 Glass Lights 

8 x 24 Glass Lights 70c each 14 x 20 Glass Lights 

8 x 30 Glass Lights $1.00 each 16 x 24 Glass Lights 

10 x 12 Glass Lights 40c each 18 x 18 Glass Lights 

10 x 18 Glass Lights 60c each 18 x 24 Glass Lights 



List Price 
Without Glass 

__.$13.50 each 



List Price 

__70c each 
$1.00 each 
1.20 each 
1.20 each 
1.40 each 
1.30 each 
1.80 each 



One Pound Cans 



STEEL SASH PUTTY 

25c per can Bulk 



15c per lb. 




PATENTS PENDING 



BASEMENT WINDOW 



CONSTRUCTION 

The sash and frame are made 
from heavy rolled, special formed, 
solid steel. All joints are 
electrically welded, the corner 
joints being mitred and welded to 
insure perfect rigidity. 

Extra strong cast brass hinges 
are secured to frame and sash with 
brass machine screws. The hinges 
are slotted, allowing the sash to 
raise and fall into position when 
closed. Frame engages sash in a 
manner which makes the window 
weatherproof, as it has a perfect 
water shed, a double seal and 
“dead air” space all around the 
sash. 

Screen or wire guard may be 
easily attached as frame is 
provided with tapped holes for 
this purpose. 

Anchor Angles are furnished 
and bolted to each frame. 



FIRE PROOF 
WEATHER PROOF 
STRONG AND DURABLE 
DO NOT WARP OR STICK 




Illustration Shows in Detail 
Special Formed Steel. 
Weather Proof and Locking Feature. 



ADVANTAGES TO 
HOME BUILDERS 

1. Admit approximately 80% more 
light than wooden windows of 
same size. 

2. Provide better ventilation — 
rwhen open admit more air. 

3. Use of steel windows greatly 
reduces fire hazard. 

4. Installation cost is reduced to 
minimum as windows are set-up, 
fully equipped with hardware, 
ready to install as received. 

5. Save time — mason does the 
entire work of installation, 
whereas, wooden windows 
require the services of a 
carpenter and painter as well. 

6. They are painted dark blue grey 
before leaving the factory. 

7. Adaptable to any type of 
construction, easy to set in 
frame, brick or concrete block 
walls. 

8. Steel windows discourage 
meddlers and give more 
protection than wooden 
windows. 



CONSIDERING THEIR MANY ADVANTAGES THE COST IS SURPRISINGLY LOW. 






Adams Building Specialties 



NO. 150 

BLACK BAKED JAPAN FINISH 



NO. 100 

WALL OPENING 
Width Height Depth 
inches inches inches 



NO. 250 

Weight Crated List Price 

Pounds Each 



THE 

ADAMS 



COAL 

CHUTES 



No. 100 — Cast Panel, No Hopper 24 17 9 55 $*9 - 99 

No. 150 — Glass Panels, No Hopper 24 17 9 55 12.00 

No. 200 — Cast Panel, No Hopper —24 17 13 60 12.00 

No. 210 — Cast Panel. No Hopper 24 17 9 55 11.00 

No. 250— Cast Panel, With Hopper 24 17 13 75 14.00 

No. 300 — Glass Panels, No Hopper. 

■“ “ ' 24 17 9 DD 

15.00 

20.00 



No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 



15 — Glass Panels, No Hopper 
25 — Glass Panels, With Hopper 
30 — Glass Panels, No Hopper 
35 — Cast Panel, With Ho 





24 


17 


13 




65- _ 


M 
















17 


13 




75 




33 


22 


12 _ . 




. . 100 












_95 




33 


. .22 _ 


18 




. .135 








18 




125 




___ 33 


22 - 


_ 18- 




145 - _ 




33 


22 


— 18 




— 125 - - 




__ 22 


_ _20 


16 „ 




173 




22 


—20_ _ 


16 




. - 155 - - 


i — No Hopper 


30 _ 


24_ 


16J4 — 




_ 200_ 



60 — Store Chute (Large Size)- _ _ 

65 — Store Chute (Large Size) — With Hopper 30 24 16^ 180 50.00 

70 — Grade Line Chute 24 24^_.__15^ 170 35.00 

80— Grade Line Chute 30 30J*— -17 260 50.00 

No. 1000 — Steel Door, No Hopper 24 17 9 45 9.00 

No. 2000 — Steel Door, No Hopper 24 17 13 50 11.00 

No. 2500 — Steel Door, With Hopper 24 17 13 65 13.00 

No. 1010— Steel Door, No Hopper 33 22 12 86 19.00 

No. 3500 — Steel Door, With Hopper 33 22 18 132 25.00 

No. 4000— Steel Door, No Hopper 33 22 18 112 22.50 

Nos. 150, 300 and 350 have two 8" x 12" Wire Glass Panels in the door. Nos. 15, 25 and 30 have two 12" x 16" Wire Glass Panels. 
Wire glass ^4" thick, Nos. 10, 15, 100, 150, 1000 and 1010 have straight bottom bodies. All other Coal Chutes have tapering bottoms. 




GRADE LINE OPEN— NOS. 70—80. 
BLACK BAKED JAPAN FINISH 



DIMENSIONS 





No. 70 


No. 80 


A 


2614" 


32" 


B 


17" 


20" 


C 


361/0 " 


45" 


D 


24" 


30" 


EJ 


24i/o" 


30i/o" 


F 


15i/>" 


17" 


G 


43/ t " 


43/4" 


II 


21" 


271 / 2 " 


I 


19" 


24" 


J 


19%" 


25%" 



Eody — 

14 Gauge Steel. 

Corners — 

lxlxVs" Angle Iron. 

Door — 

14" Steel Floor Plate. 

Lock — 

Brass Spring with 
Chain. 




GRADE LINE CLOSED— NOS. 70—80. 



ADAMS GRADE-LINE CHUTES 







m . — 

Adams Building Specialties 



DIMENSIONS 



No. 45 and 50 No. 60 and 65 



A 


13" 


13" 


B 


22" 


26" 


c 


21" 


25" 


D 


— - 25M-" 


33i/> ( 


E 


— - i2y 4 " 


121// 


p 


— - 31%" 


33i/ 2 ' 


G 


15" 


17" 


H 


— _ 201/s'' 


201// 


I 


23" 


311/4' 


J 


— - 16i/ 4 " 


161// 



Body — 

14 Gauge Steel. 

Corners — 

lxlxi/g" Angle Iron. 

Door — 

y 4 " Steel Floor Plate. 

Lock — 

Brass Spring with Chain. 

ADAMS 

STORE CHUTES 



Weight 4% lbs. List Price $4.00 Each 

ADAMS BRICK TONGS 

ADJUSTABLE 

Especially adapted for carrying seven to eleven bricks. 
Dimensions Between Clamps — Smallest Adjustment 15^4 inches. 

Largest Adjustment 25 inches. 

Dimensions of Grips — Width 2}A inches, Length 2*4 inches. 

Made of 1 inch Steel Tubing and Vi inch Flat Steel. 



STORE CHUTE— NOS. 45—50—60—65 



Adams Brick Tongs 



[ 








Adams Building Specialties 

Hh 



ADAMS MANHOLE COVERS 

22" Size 24" Size 



22" Size 24" Size 



Diameter of 



Thickness of flange. 



22" 


24" ' 


Diameter of flange — 


— 31J4" 


3354" 


23 y 4 " 


2554 " 


Thickness of Cover. _ 


— 154" 


154 " 


754 " 


754 " 


Weight of Cover 


102 lbs. 


137 lbs. 


w 


454 " 


Weight of Ring 


206 lbs. 


250 lbs. 




1" 


List Prices — _ — — 


___ $20.00 


$24.00 



ADAMS CHIMNEY CAPS 



ADAMS CISTERN COVERS— Painted Black 

Diameter Opening Weight List Price Diameter Opening Weight List Price 

No. 6 23" 1854 " 32 lbs $5.00 No. 8 25" 20" 35 lbs $6.00 

No. 7 26" 22" 47 lbs 7.50 No. 9 26" 22" 43 lbs 7.50 

No. 9 sets flush in ring. 



Clips adjustable to fit outside or inside 

Size Weight List Price 
Collar Plate Each Per Dozen 

No. 7—7 inch— 12"xl6"_— 10 lbs $24.00 

No. 8—8 inch— 12"xl«"— 11 lbs 24.00 

No. 9__9 inch 14"xl8" 15 lbs 36.00 

No. 10.10 inch— 16"x20"— 32 lbs 60.00 

Packed one-half dozen in a crate. 



ADAMS REVOLVING 
CHIMNEY TOPS 

Smoothest Revolving Chimney Top made. 
Steel point is milled, every part well made. 

Weight Per Doz. List Price Doz. 
4 inch 21 lbs $11.00 

6 inch 24 lbs 11.50 

7 inch 30 lbs 13.50 

8 inch 33 lbs 15.00 

9 inch 51 lbs 16.50 

10 inch 56 lbs 18.00 

12 inch 66 lbs 22.00 

14 inch 110 lbs 36.00 




Painted Black 



ADAMS SIDEWALK COAL HOLE COVER 

Inside Outside Diameter Depth List 

Diameter Diameter of Flange of Price 

of Cover of Ring in Ring Ring Weight Each 
No. 1 20^" 24" lti" 524"— 80 lbs. __$8.00 





Will not rust out. Sheet Iron Thimbles rust 
out quickly and are worthless. 

Weight List Price Weight List Price 

Size per doz. Dozen Size per doz. Dozen 

6 inch— 36 lbs.— $6.00 9 inch— 66 lbs..$12.00 

7 inch 42 lbs.— 8.00 10 inch— 78 lbs.- 16.00 

8 inch 60 lbs.-_10.00 12 inch__120 lbs.- 24.00 



Manufactured by THE ADAMS COMPANY Dubuque, Iowa, U. S. A. 

ESTABLISHED 1883 









ADAMS 

COAL CHUTES 



GRADE-LINE and STORE CHUTES 



r 












1 



No. 100 — Cast Panel, No Hopper j 

No. 150 — Glass Panels, No Hopper i 

No. 200 — Cast Panel, No Hopper | 

No. 210 — Cast Panel, No Hopper «! 

No. 250 — Cast Panel, With Hopper j 

No. 300 — Glass Panels, No Hopper 

No. 310 — Glass Panels, No Hopper 

No. 350 — Glass Panels, With Hopper 

No. 10 — Cast Panel, No Hopper 

No. 15 — Glass Panels, No Hopper j 

No. 25 — Glass Panels, With Hopper 

No. 30 — Glass Panels, No Hopper 

No. 35 — Cast Panel, With Hopper 

No. 40 — Cast Panel, No Hopper 

No. 45 — Store Chute, With Hopper 

No. 50 — Store Chute, No Hopper 

No. 60— Store Chute (Large Size)— No Hopper— 
No. 65— Store Chute (Large Size)— With Ho^|r_ 

No. 70 — Grade Line Chute _W^ — 

No. 80— Grade Line Chute 

Xos. 150, 300 and 350 have two 8 x 12 inch Wire Gl 
Xos. 15, 25 and 30 have two 12 x 16 inch Wire Gla 
Nos. 10, 15, 100 and 150 have straight bottom bodi 



Manufactured by THE ADAMS l 

,401—3-1-26— ACC No. 2 ESTABI 





CHUTES 



JAPAN FINISH 







NO. 150 — CLOSED 




WALL OPENING 

Width Height Depth Weight Crated List Price 



inches inches inches Pounds Each 

24 17 9 55 $ 10.00 

l _ 24 17 9 55 12.00 

i _24 17 13 60 12.00 

|_24 17 9 55 11-00 

[_24 17 13 65 13.00 

[_24 17 9 55 13.00 

j __24 17 13 75 15.00 

|__33 22 12 100 — 20.00 

33 22 12 95 24.00 

h _33 22 18 135 28.00 

__33 22 18 125 25.50 

[.33 22 18 145 26.00 

__ j 3 22 18 —125 23.50 

__22 20 16 173 35.00 

; 22 20 16 155 33.00 

30 24 16 % 200 48.00 

30 30 y 2 17 260 50.00 



is Panels in the door. 

js Panels. Wire Glass % inch thick. 

s. All other Coal Chutes have tapering bottoms. 



IOMPANY, Dubuque, Iowa, U. S. A. 

SHED 1883 







ADAMS GRADE-LINE and STORE CHUTES 



BLACK BAKED JAPAN FINISH 





DIMENSIONS 

No. 70 No. 80 

A 261/4" 32" 

B 17" 20" 

C — - 36%' 45" 

D 24" 30" 

E ____24i/ 2 " 30i/ 2 " 

F ____15i/ 2 " 17" 

G 4%" 43/ 4 " 

H 21" 27y 2 " 

I 19" 24" 

J I 91 / 4 " 2514" 

Body — 

14 Gauge Steel. 

Corners — 

lxlxi/}" Angle Iron. 

Door — 

i/4" Steel Floor 

Plate. 

Lock — 

Brass Spring with 
Chain. 



DIMENSIONS 



No. 45 and 50 

13" 

22 " 

21 " 

25i/ 2 " 

121 / 1 " 

311 / 4 " 

15" 

20i/o" 

23" 

I614" 



No. 60 and 65 

13" 

26" 

25" 

33 y 2 " 

121/4" 

33i/ 2 " 

17" 

20i/o" 

311/4" 

1614 " 



GRADE LINE CLOSED— NOS. 70—80. 



STORE CHUTE CLOSED— STORE CHUTE— NOS. 45—50—60—65 

NOS. 45—50—60—65. 




Manufactured by THE ADAMS COMPANY, Dubuque, Iowa, U. S. A 

ESTABLISHED 1883 



TYPES OF 




ADAMS 

STEEL 

WINDOWS 

DWELLING 

BASEMENT 

LAUNDRY 

INDUSTRIAL 

ARCHITECTURAL 



ADAMS STEEL WINDOWS 

AND 

GARAGE DOORS 



WEATHER PROOF 



STRONG AND DURABLE 




FIRE PROOF 

DO NOT WARP OR STICK 






Glass Size 8x20 



BASEMENT WINDOW 



Illustration No. 5. 



CONSIDERING THEIR MANY ADVANTAGES THE COST IS SURPRISINGLY LOW. 



CONSTRUCTION 

The sash and frame are made 
from heavy rolled, special formed, 
solid steel. All joints are 
electrically welded, the corner 
joints being mitred and welded to 
insure perfect rigidity. 

Extra strong cast brass hinges 
are secured to frame and sash with 
brass machine screws. The hinges 
are slotted, allowing the sash to 
raise and fall into position when 
closed. Frame engages sash in a 
manner which makes the window 
weatherproof, as it has a perfect 
water shed, a double seal and 
“dead air” space all around the 
sash. 

Screen or wire guard may be 
easily attached as frame is 
provided with tapped holes for 
this purpose. 

Anchor Angles are furnished 
and bolted to each frame. 



ADVANTAGES TO 
HOME BUILDERS 

1. Admit approximately 80% more 
light than wooden windows of 
same size. 

2. Provide better ventilation — 
when open admit more air. 

3. Use of steel windows greatly 
reduces fire hazard. 

4. Installation cost is reduced to 
minimum as windows are set-up, 
fully equipped with hardware, 
ready to install as received. 

5. Save time — mason does the 
entire work of installation, 
whereas, wooden windows 
require the services of a 
carpenter and painter as well. 

6. They are painted dark blue grey 
before leaving the factory. 

7. Adaptable to any type of 
construction, easy to set in 
frame, brick or concrete block 
walls. 

8. Steel windows discourage 
meddlers and give more 
protection than wooden 
windows. 



FIRE PROOF 
WEATHER PROOF 
STRONG AND DURABLE 
DO NOT WARP OR STICK 



Illustration No. 25. 
Illustration Shows in Detail 
Special Formed Steel. 
Weather Proof and Locking Feature. 



ADAMS STEEL WINDOWS 

Any Size. Any Shape. Any Method of Opening. 



REGULAR STOCK SIZES 
One Light High 



No. of 


Size of 


Square Inches 


Outside Measurements Square Inches 




List Price 


Lights 


Lights 


Glass 


Width Height 


Outside Dimensions Weight 


Without Glass 


4 


... 8 x 12_. 


384 


36% x 15*6— 


566 


..35 lbs 


$10.00 each 


4 


... 8 x 16.. 


512 


36% x 19%--- 


712 


__38 lbs 


12.00 each 


4 


8 x 20.. 


640 


36% x 23% — 


858 


42 lbs 


15.00 each 


4 


8 x 24 


768 


36% x 27%.. . 


1004 


_ 45 lbs. 


18.00 each 


4 


... 8 x 30.. 


960 


36% x 33% — 


1223 


__50 lbs 


22.00 each 








REGULAR STOCK SIZES 












Two Lights High 






No. of 


Size of 


Square Inches 


Outside Measurements Square Inches 




List Price 


Lights 


Lights 


Glass 


Width Height 


Outside Dimensions 


Weight 


Without Glass 


8 


... 8 x 12. _ 


768 


36% x 28 


1022 


.45 lbs 


$20.00 each 


8 


... 8 x 16. _ 


1024 


36% x 36 


1314 


-50 lbs 


24.00 each 


8 


... 8 x 20 _ 


1280 


36% x 44 


1606 


..55 lbs 


30.00 each 


8 


... 8 x 24. _ 


1536 


36% x 52 


1898 


.60 lbs 


36.00 each 


8 


... 8 x 30. _ 


1920 


36% x 64 


2336 


__65 lbs 


40.00 each 


4 


...10 x 12. _ 


480 


23% x 28. 


658 


..34 lbs 


11.50 each 








REGULAR STOCK SIZES 












One Light High 




List Price 


No. of 


Size of 


Square Inches 


Outside Measurements Square Inches 




Lights 


Lights 


Glass 


Width Height 


Outside Dimensions Weight 


Without Glass 


2.1 


___12 x 1 6__ 


384 


27% x 19%. .. 


536 


35 lbs 


$10.00 each 


2 


—14 x 20. _ 


560 


31% x 23%._. 


740 


40 lbs 


13.00 each 


2 


...16 x 24. _ 


768 


35% x 27%. .. 


976 


..45 lbs 


18.00 each 


2 


...12 x 24.. 


576 


27% x 27%... 


756 


..41 lbs 


13.50 each 








CEMENT BLOCK SIZES 












One Light High 




List Price 


No. of 


Size of 


Square Inches 


Outside Measurements Square Inches 




Lights 


Lights 


Glass 


Width Height 


Outside Dimensions Weight 


Without Glass 


4 


___ 8 x 24__ 


768 


36% x 27%__. 


1004 


__45 lbs 


$18.00 each 


2 


—14 x 20.. 


560 


31% x 23%... 


740 ... 


__40 lbs 


13.00 each 








HOLLOW TILE SIZE 












One Light High 






No. of 


Size of 


Square Inches 


Outside Measurements Square Inches 




List Price 


Lights 


Lights 


Glass 


Width Height 


Outside Dimensions 


Weight 


Without Glass 


2 


12 x>24__ 


576 


27% x 27%... 


756 


41 lbs 


$13.50 each 



Other Dimensions Can Be Furnished. 



GLASS— Vi-inch WIRE RIBBED 



Size List Price 

8 x 12 Glass Lights 30c each 

8 x 16 Glass Lights 40c each 

8 x 20 Glass Lights 50c each 

8 x 24 Glass Lights 70c each 

8 x 30 Glass Lights $1.00 each 

10 x 12 Glass Lights 40c each 

10 x 18 Glass Lights 60c each 



Size List Price 

12 x 16 Glass Lights 70c each 

12 x 20 Glass Lights $1.00 each 

12 x 24 Glass Lights 1.20 each 

14 x 20 Glass Lights 1.20 each 

16 x 24 Glass Lights 1.40 each 

18 x 18 Glass Lights 1.30 each 

18 x 24 Glass Lights 1.80 each 



One Pound Cans 



STEEL SASH PUTTY 

25c per can Bulk 



..15c per lb. 




This style of window made with ventilator vertically pivoted, horizontally pivoted, 



top pivoted or bottom pivoted. 



1 



INDUSTRIAL TYPE 
ADAMS STEEL WINDOWS 




3 Lights 1354x18^ 



Extending Outside 



Illustration No. 61 



PROJECTED VENTILATOR TYPE 



INDUSTRIAL TYPE 
ADAMS STEEL WINDOWS 

SPECIAL STEEL WINDOWS MADE TO ORDER 
ANY SHAPE. ANY SIZE. ANY METHOD OF OPENING 
WE WILL BE PLEASED TO QUOTE YOU PRICES. SEND IN SPECIFICATIONS 

SUPERIOR QUALITY IN MATERIAL, WORKMANSHIP AND SERVICE 





£ 




Illustration No. 40 Illustration No. 42. 

Each Light 12x20 PATENTS PENDING Transom 30x8; Top Panel 4 Lights 7x21; 

Lower Panel 4 Lights 7x42. 



ADAMS STEEL WINDOWS 

FOR DWELLINGS 



These illustrations are some of the attractive designs which we suggest for homes. 

Windows fitted with polished brass handles and bronze adjusters which are invisible when 
closed. 



ARCHITECTURAL TYPE 



Windows of this style are special. Our engineering department will gladly work out the 
construction details and furnish drawings for approval. 
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INSTALLATION VIEW 



Details — Scale 3" — T-0 



Illustration No. 94. 



ADAMS STEEL GARAGE DOOR 

Descriptive Circular Furnished Upon Request 





I 

4 i 

Illustration No. 41. 

Top Panel 4 Lights Leaded Glass; Center Panel 4 Lights 7x21; Lower Panel 4 Lights 7x42. 

Manufactured by THE ADAMS COMPANY Dubuque, Iowa, U. S. A. 

im — 8 * 10-26 ESTABLISHED 1883 SWGC No. i 



J 




ADAMS 

WINDOW SCREENS 

Metal Frames 



STOCK SIZES OF 

Adams Window Screens for Basement Sash 

FLAT METAL FRAME 

ANY SIZE— ANY SHAPE— ANY METHOD OF OPENING 



Bronze or Copper Wire Cloth, 16 Mesh, Regular Weight (Flat Metal Frame) 80c 

Steel Wire Cloth (Painted Black)— 12 Mesh, Regular Weight (Flat Metal Frame) 70c 



The following sizes will fit standard makes of Steel Windows when fastened to sash frame 
with four adjustable clips and four bolts which are furnished with screens. 

These Screens can also be fitted to the ordinary stock size basement wood sash. 



16 Mesh Bronze or Copper Wire Cloth, Regular Weight List Price Each 

Bronze or Copper 









Outside Dimensions of Screens 


Wire 








Inches 


Inches 


Channel Iron 


No. 






Width 


Height 


Frame 


100 


F & T 


3 Light, 10 x 12 


31% 


13% 


$3.00 


200 


F 


3 Light, 12 x 18 


37% 


19% 


4.00 


300 


F 


.3 Light, 11 x 24 


34% 


25% 


4.80 


400 


F & T 


2 Light, 14 x 20 


29V2 


21% 


4.00 


500 


T 


3 Light, 10 x 20 


31% 


21% 


4.00 



Discount Upon Application. 






STRONG 





CONSTRUCTION 

OF 

ADAMS WINDOW SCREENS 



FLAT METAL FRAME 

NEAT REMOVABLE SCREEN 



Band iron tongue fits into channel iron frame, holding screen mesh taut and secure. 
Brass screws make it possible to easily remove screen mesh if it is necessary to replace. 




Adams Window Screens for Basement Sash 

1/4" ROUND METAL FRAME 

ANY SIZE— ANY SHAPE— ANY METHOD OF OPENING 

Adams Window Screens for Basement are fastened to sash frames with four adjustable clips 
and four bolts which are furnished with screens. 

These Screens can also be fitted to the ordinary stock size basement wood sash. 

List Price per Sq. Ft. 

STEEL WIRE CLOTH (Painted Black) — 10 Mesh — 25 Gauge 60c 

(Round Metal Frame as shown in above cut) Discount U port Application 

The Round Frame Screens are furnished only with Steel Wire Cloth — For Copper or Bronze 
Wire Cloth, the channel iron frame is used, as shown on page 2. 



STOCK SIZES OF 

Adams Window Screens for Basement Sash 

1/4 ROUND METAL FRAME 

ANY SIZE— ANY SHAPE— ANY METHOD OF.OPENING 

The following sizes will fit standard makes of Steel Windows when fastened to sash frame 
with four clips and four bolts which are furnished with screens. 

These Screens can also be fitted to the ordinary stock size basement wood sash. 

10 MESH-STEEL WIRE CLOTH (PAINTED BLACK)— 25 GAUGE. 









Outside Dimensions of Screens 


List Price Each 








Inches 


Inches 




No. 




Width 


Height 


Black Wire 


1 


F & T 


3 Light, 10 x 12 


31% 


13% 


$1.80 


2 


F 


3 Light, 12 x 18 


37% 


19% 


2.50 


3 


F 


3 Light, 11 x 24 


34% 


25% 


3.00 


4 


F&T 


2 Light, 14 x 20 


29Vz 


21% 


2.50 


5 


T 


3 Light, 10 x 20 


31% 


21% 


2.50 



Discount Upon Application. 





t 



Adams Window Screens 

for Dwellings • 

FLAT METAL FRAME 
Bronze or Copper Wire Cloth 
Frames Painted Black or Grey. 

ANY SIZE— ANY SHAPE— ANY METHOD OF OPENING 




Adams Window Screens 

for Porches and Dwellings 

FLAT METAL FRAME 

ANY SIZE— ANY SHAPE— ANY METHOD OF OPENING 

Adams Metal Frame Window Screens made in any size to 
fit any window. 

APPEARANCE is neat and adds to the attractiveness of 
the home. 

Cross bars are used when screen is over 5Vk feet high or 3 l A 
feet wide. 

Metal frame will not warp and will always fit. 

INSTALLATION very simple, window screens are hung by 
slip-on hinge from top on outside and hooked at bottom from 
inside, or they may be hinged on the side. 

Use of ladder is unnecessary as screens may be put on from 
inside. 

ANY SIZE WINDOW SCREENS MADE TO ORDER and 
furnished with either Bronze or Copper Wire Cloth. 

ADAMS WINDOW OR PORCH SCREENS List Price per Sq. Ft. 

Bronze or Copper Wire Cloth, 16 Mesh, Regular Weight 80c 

Discount Upon Application 

Screens smaller than 8 square feet take a minimum charge of 
8 square feet. 

WILL BE PLEASED TO QUOTE PRICES ON SCREEN 
DOORS UPON APPLICATION. 

WHEN ORDERING SCREENS BE SURE TO GIVE 
DIMENSIONS OF OUTSIDE OPENING OF WINDOW OR 
DOOR INTO WHICH SCREEN FITS. 



Frames Painted Black or Grey. 




Adams Window Screens 

for Porches and Dwellings 

FLAT METAL FRAME 
Bronze or Copper Wire Cloth 
Frames Painted Black or Grey. 

ANY SIZE— ANY SHAPE— ANY METHOD OF OPENING 
Manufactured by THE ADAMS COMPANY Dubuque, Iowa, U. S. A. 

im-y- 23 -X, ESTABLISHED 1883 AWS circular No 6 




Diamond Extension Eire Back 

THE ONLY BACK WITHOUT BOLTS, WEDGES OR KEYS 



The “Diamond” was the first, and is to-day, the only Extension Fire Back in which the 
means for holding the extending parts are above the fire. 

All the extending parts are held in a secure position without the use of bolts, wedges, or 

Extension Fire Backs have struggled for recognition for twenty years, but until these 
objectionable features were avoided by the “Diamond” no Extension Fire Back ever proved 
a success. 

Packed ^ doz. in a case. Weight— “A” size, per doz. 110 lbs. “B” size, per doz. 50 lbs. 

STYLE “A”— Adjusts in width from V/ 2 to 7 inches, in length from 15 to 20 inches. 

STYLE “B”— Adjusts in width from V / 2 to 5 inches, in length from 11 to 15^ inches. 



Patented July u. 1893. 





The Adams Round Stove Pipe Register 





SIZES 

6 inch 

7 inch 

8 inch 



BLACK FLOOR PLATE 

Packed % dozen sets 



in 



a 



WHITE CEILING PLATE 

case. Weight per dozen sets 220 lbs. 



Adams Stove and Range Caster 




Weight Per Set Complete 12 Lbs. 

Very Strong and Flexible. Sold With or Without Range Attachment. 

Main casting japanned, small casters coppered. 

To use Casters for HEATERS, COOK STOVES and RANGES, WITH LEGS, remove 
the Range Attachment. 

Range Attachment is set in Socket of Main Caster. 

Holes are provided for screwing these casters to a box, making a handy box truck. 

No stove leg too large for the Adams Caster. Opening of socket 3% inches in diameter. 



Manufactured by THE ADAMS COMPANY Dubuque, Iowa, U. S. A. 



AHSC — 6-15-26 — im 



Established 1883 




Adams Reversible Lasts and Stands 

HEAVY AND STRONG. JAPANNED FINISH 

Y 15 in. Stand with 1, 2, 3 Lasts Weight per set S l / 2 lbs. 

r 15 in. Stand with 1, 2, 3. 4 Lasts Weight per set 11 lbs. 

I 15 in. Stand with 2, 3, 4 Lasts Weight per set 10 lbs. 

24 in. Stand with 1, 2. 3 Lasts Weight per set liy 2 lbs. 

24 in. Stand with 1, 2, 3, 4 Lasts Weight per set 14 lbs. 

24 in. Stand with 2, 3. 4 Lasts Weight per set 13 lbs. 

No. 1 Last only, 5^4 in. long Weight 1 lb. 

No. 2 Last only, 7 in. long Weight \ l / 2 lbs. 

No. 3 Last only, 8 in. long Weight 2 l / 2 lbs. 

No. 4 Last only, 9 in. long Weight 2 l / 2 lbs. 

No. 5 Last only, § l / 2 in. long Weight 3 lbs. 

I M No. 6 Last only, 10J4 in. long Weight 3 l / 2 lbs. 

fjfl No. 7 Last only, 11 in. long Weight 4p£ lbs. 

15 inch Stand Weight 2 l / 2 lbs. 

^ 24 inch Stand Weight lbs. 

The Adams Shoe Lasts and Stands are the best fitting 
goods on the market. Buy the ADAMS GOODS and then 
you will always be pleased and satisfied. 

Adams Malleable Iron Shakers and Lifters 

Combination Shaker and Lifter. Crank Shakers for Duplex Grates 





Majestic 
54 inch 
Square 



^le inch Square. 



U 

n 



inch Square, 
inch Square, 
inch Square. 



inch Triangular, 
inch Triangular, 
inch Triangular. 



Made in one size only. 

% inch square hole. 



Every dealer should carry an assortment 
of these Shakers in stock. 




HEAVY and STRONG. 



Adams Iron Centers for Clothes Reels 

There is no slender spindle to the cap of this reel 
to be broken. 

This Cap cannot be broken, for the post supports 
it the entire length. . , 

It is impossible to hold Cap to post if fastened with 
screws, particularly with a leverage on top -J loosen the 
screws. We use a bolt, which is furnished with reel. 

We could hold Cap easier with screws than others, 
but we prefer a bolt through the Cap and post so as to 
have all firm and strong, to stand the heaviest storms 
without loosening or breaking Cap. 

Packed 34 dozen in a crate, weight 50 lbs. 

Packed 1 dozen in a barrel, weight 200 lbs. 



Adams Malleable Iron 
Two-In-One Shakers 
Nickel Plated 




Numbers Top Row Left to Right — 

B12, B37, B33, B36, B21, B38. 

Numbers Lower Row Left tp Right — 

B44, B35, B41, B16, 49, 43. 

Every dealer should carry in stock and have for 
sale an assortment of both Adams Nickel Plated 
and Two-In-One Shakers. 

With these lines of Heater Shakers dealers will 
be able to supply nearly every demand asked of 
them. 

Packed 1 dozen assorted in package. 




Griddles 



Adams Cake and Meat Griddle 




Size 13*4x25 inches. Weight 17 lbs. 




These griddles are heavy 
and strong. Extra well fin- 
ished and especially adapted 
for hotel and lumbermen’s 
purposes. 




Size 16x23 — Weight 35 lbs. 
Size 22x36 — Weight 80 lbs. 



Adams 
Heavy Hotel 
Griddles 




The Adams Flanged Hotel 
Griddle has polished face. Well 
made and heavy. These grid- 
dles are especially adapted for 
hotels and restaurants. 



Size 16x22 — Weight 60 lbs. Planed and very highly polished. 




THE 

ADAMS FOLDING CAMP STOVES 

Protects the fire from the wind and permits the 
camp fire being built anywhere. 

Cooking may be done much faster than on an 
open fire, as the heat is retained. It is also a pro- 
tection to the person using it. Can be set up 
securely and taken down instantly. Folds up into 
the size of the top about one inch thick. A sub- 
stantial stove, made of sheet iron with heavy wire 
mesh or heavy bar top. 

Nos. 7 and 8 have Mesh Tops. 

Size Weight Each List Price per Doz. 

No. 7—10 x 14 in 3 lbs $21.60 

No. 8—12 x 24 in 5 54 lbs 28.00 

Nos. 9 and 10 have Bar Tops. 

Size Weight Each List Price per Doz. 

No. 9—10 x 14 in 3*4 lbs $21.60 

No. 10—12 x 24 in 6 lbs 28.00 

Nos. 1-2-3-4 have no Shields. 

Nos. 1 and 2 have Mesh Tops; 3 and 4 Bar Tops. 
Size Weight Each List Price Per Doz. 

Nos. 1-3 — 10 x 14 in 2*4 lbs $12.00 

Nos. 2-4 — 12 x 24 in 4 lbs 18.00 





4 inch Jaws. Face of Anvil 7x3. Weight, 40 lbs. Boxed 45 lbs. 

Jaws are made of Steel, Checked and Hardened Anvil Face Polished and Hardened 




Adams Oval Slide Vises 

Steel Jaws Corrugated and Case Hardened. Steel Screws and Malleable Nuts. 

PAINTED BLACK. 





Width of Jaw 


Jaw Open 


Anvil 




Weight 


No. 100- - 


. _ _ in. 


sy 2 in. 


2 in. long, l l / 2 


in. wide 


8 lbs. 


No. 101-. 


3 in. 


4 in. 


2 *4 in- long, l l / 2 


in. wide 


13 lbs. 


No. 108- . 


3J4 in. 


4 in. 


2 l / 2 in. long, 2% 


in. wide 


21 lbs. 


No. 103-. 


_ 4 in. 


4^4 in. 


2J4 in. long, 2 l /g 


in. wide 


30 lbs. 


No. 104. 


i l / 2 in. 


4^4 in. 


3 in. long, 2 l /g 


in. wide 


32 lbs. 



Packed Loose in Boxes or Barrels. 



Adams Stove Pipe Mandrel 

The Adams Stove Pipe Mandrel fills exactly the demand for a convenient low price Mandrel. 




POLISHED OR UNPOLISHED 



36-inch, with Punching Die Weight 38 lbs. 

36-inch, without Punching Die — Weight 38 lbs. 

The Steel Punching Die is imbedded near rear 
in sheet iron or steel plates. 



40-inch, with Punching Die Weight 44 lbs. 

40-inch, without Punching Die__Weight 44 lbs. 
end of flat part of Mandrel for punching holes 



Polished — Packed in boxes. 

Unpolished— Packed in barrels or tagged, singly. 



f. 




ADAMS PEONY and TOMATO SUPPORTS 




NO. 6 AND NO. 8 GAUGE GALVANIZED WIRE 

DIMENSIONS 6 Gauge 8 Gauge 

Diameter of Top Ring 18 inches 14 inches 

Diameter of Bottom Ring 16 inches 12 inches 

Space Between Rings 14 inches 12 inches 

Length of Side or Support Wires . 36 inches 30 inches 
Number of Side or Support Wires. 4 3 



Special 
6 Gauge 
24 inches 
23 inches 
6 inches 
30 inches 
6 



PACKED ONE HUNDRED IN A CRATE. 

When ordered in less quantities a 50c crating charge is made. 

Shipping Weight Crated List Price 

8 Gauge 120 Lbs Per 100 $30.00 

6 Gauge 254 Lbs Per 100 50.00 

Special 6 Gauge .325 Lbs Per 100 70.00 

F. O. B. Dubuque, Iowa. 

The Adams Peony and Tomato Supports are strong enough to 
hold the weight that is developed as the plant grows. 

They can be used with a great variety of plants and flowers. 



Manufactured by THE ADAMS COMPANY Dubuque, Iowa, U. S. A. 

3 m 7-12-26 ESTABLISHED 1883 






WITH ADAMS SUPPORTS 




WITHOUT ADAMS SUPPORTS 







Pattern No. 638. 
Weight 23 lbs. 

10" high, 9 54" wide, 

1 24" thick, 1%" tap. 



Pattern No. 970 
Weight 23 lbs. 

924" high, 7" wide, 

5 y 2 " thick, 1" tap. 



Pattern No. 866. 
Weight 28 lbs. 

21^4" high, 6*4" wide, 

1 yj' thick, 1 y A " tap. 
Quaker Furnace No. 420 



Pattern No. 974. 
Weight 30 lbs. 

11" high, 9" wide, 

3" thick, 1" tap. 
Kelsey Furnace No. 18. 



Pattern No. 255 
Weight 70 lbs. 



Pattern No. 255 A (% Style) 
Weight 58 lbs. 



1754" diameter, 324" thick 17^4" diameter, V/ 2 thick 

154" tap on the side, 154" tap on the side 

2" tap on the top 2" tap on the top 

Nos. 255 and 255A Peninsular Furnaces used together or separately. 



Pattern No. 937 A 
Weight 56 lbs. 



Pattern No. 937 
Weight 143 lbs. 



1554" high, 15J4" wide, 2054" high, 2054" wide, 

4" thick, 1" tap. 4" thick, 2" tap. 

Nos. 937 and 937A Torrid Zone Furnaces, used together or separately. 



Adams Water Heaters to Fit Furnaces 



jfi 



Pattern No. 1040. 
Adams Domestic 

Will fit Internatiinal 
Furnaces and Heaters. 
Iso other makes of 
Furnaces. Easily 
placed in Furnace. 



No. 1250 Excelsior Water Coil 

Will fit any Furnace — Right or Left Side 
Length — 16". Height — 4^4". Center to Cen- 
ter of Tap Holes — 254". Holes tapped — 1". 
One-quarter Curve. 

Weight — Approximately 1854 lbs. 

Pattern No. 1324. 

Weight 19 lbs. 

5" high — 12" long, 

Holes 254" Center to Center, 

Tapped either 24- or 1". 

Will fit any furnace. 



Pattern No. 1071. 
Weight 18 lbs. 

554" high, 12" wide, 

3" thick, 1" tap on top, 
^4" tap on bottom. 



Other Staple Water Heaters Carried in Stock 



No. 

No. 

No. 

No. 

No. 



Pattern No. 1039. 

Weight 35 lbs. 

7" high, 10" long, 

254" wide, 1" tap. 

Round Oak Furnace 
Floral City King 
Furnace No. 230A. 

ADAMS I. X. L. TANK HEATER 
Pattern No. 1270 

Weight 654 lbs. 3" wide, 11" long. 

Similar to No. 1040 Domestic. 

Has Brass Pipe instead of Divider in Center, 
Can be put in Any Furnace. 

1264 — Robinson Cast Coil, 1" Pipe. 

1265 — Robinson Cast Coil, $4" Pipe. 

1266 — Koon’s (Modern) Small Size. 

1267 — Koon’s (Modern) Large Size. 

1245 — Battins No. 1 Water Heater. 

No. 638 for Quaker Furnace No. 50. 






No. 594, No. 970 and No. 993 are for Heating Bath Rooms and Kitchens. 

No. 1071 for Laundry Stoves with 12 inch and 14 inch Fire Pots. 

THESE WATER HEATERS ARE ALL TESTED TO 200 LBS. PRESSURE. 
Manufactured byTHE ADAMS COMPANY Dubuque, Iowa, U. S. A. 



ESTABLISHED 1883 



CIRCULAR No. i— AWH-4. 3-16-26—211 



Pattern No. 594. 
Weight 18 lbs. 

73/ a " high, 1054" long, 
254" thick, 1" tap. 



Pattern No. 892. 
Weight 68 lbs. 

10" high, 16" long, 

5" thick, 1 ’ tap. 
Torrid Zone Furnaces. 



Pattern No. 993. 
Weight 20 lbs. 

954" high, 7%" wide, 
224" thick, 1" tap. 









Adams Furnace Specialties 



ADAMS SHEET METAL DAMPERS 

FOR HOT AIR FURNACE PIPE 

Size 7 in. 8 in. 9 in. 10 in. 12 in. 14 in. 

List Per Dozen $1.60 $2.20 $2.60 $2.80 $3.50 $5.00 

Approx. Doz. per bbl.__42 35 29 24 15 12 

Approx. Lbs. per doz.__ 7 8 9 11 16 21 



ADAMS STEEL DAMPER CLIP 

RIVET OR NO RIVET 
Packed 6 Gross Clips to barrel. Weight 235 lbs. 



ADAMS NO. 1 FURNACE CHECK DAMPER 

Adams Check Damper can be set in any position on pipe. 
Check and Collar 6" 7" 8" 9" 10" 12" 

complete (List Prices) .$1.30 $1.60 $2.00 $2.25 $2.50 $3.25 

End Check only .90 1.20 1.60 1.85 2.10 2.60 

Collar only 40 .50 .50 .65 .80 1.00 



ADAMS NO. 2 FURNACE CHECK DAMPER 



Size Pipes__ 6" and 7" 8" and 9" 10" and 12" 

List Prices $1.00 $1.00 $1.00 



STEEL ROD WOOD HANDLE 



Steel Rod is made extra long and 
pointed by careful grinding. 



DIAMOND SMOKE PIPE DAMPER 

CAST ROD IRON HANDLE is extra long and pointed by 
careful grinding. Heavy and Strong for Furnace Use. 

LIST PRICES PER DOZEN 
Size__7-in. 8-in. 9-in. 10-in. 11-in. 12-in. 14-in. 15-in. 16 in. 
List. $5.00 $8.00 $12.00 $15.00 $17.00 $18.00 $22.00 $26.00 $30.00 



Wood Handle Steel Rod Smoke 
Pipe Damper made in 6" size only. 

List Price $3.50 Per Dozen 



CAST ROD WOOD HANDLE is made extra long and 
pointed by careful grinding. Made only in 5, 5^4, 6 and 7". 
List Price. _5-in. _$3.00 5*4-in._$3.30 6-in._$3.50 7-in._$5.00 



ADAMS FURNACE POKERS 



No. 1 — 60 in. long, in. diameter. 



No. 2 — 48 in. long, in. diameter 



BRIGHT 



DIAMOND SMOKE PIPE DAMPER 

Steel Rod is made extra long and pointed by careful grinding. 

Size 3" 4" iy 2 " 5" 5%" 6" 7" 8" 9" 10" 11" 12" 

List per doz... $2.60 $2.80 $3.00 $3.00 $3.30 $3.50 $5.00 $8.00 12.00 15.00 17.00 18.03V, jt 



DIAMOND 

SMOKE PIPE DAMPER 



WIRE 

COIL 

HANDLE 



STEEL 

ROD 



Adams Adjustable Stove Repairs 






how the Adams Ad 
justable Linings appear in a fire box which is 
made by using Adjustable Duplex Grates with 
Crescent Break-off Fire Back and End Linings. 



CRESCENT RIGHT AND LEFT 
END LININGS 

FOR STOVES AND RANGES 

Sizes — Nos. 7, 8, 9. 



DIAMOND SMOKE PIPE DAMPER 

STEEL ROD — BRIGHT WIRE COIL HANDLE 

Steel Rod is made extra long and pointed by 
careful grinding. 

Dampers may be furnished with steel rod and 
wood handle. Also cast rod with iron or wood 
handle. 




CRESCENT FRONT GRATE 



FOR STOVES AND RANGES 






CRESCENT FIRE BACK 

for COAL AND WOOD COOK STOVES AND RANGES 

Reduces in Length 4 in. (2 inches at each end) 
Reduces in Width \]/i inches at the bottom. 

Best Selling Sizes: 6x16, 6x18, 7x18, 7x20. 



MALLEABLE IRON SHAKERS 
(All Sizes) 

FOR bUPLEX GRATES 



UTAH DRAW CENTER GRATES 

FOR SOFT COAL HEATERS 



We also Carry a Full Line of STOVE ACCESSORIES , such as LlFTERS, POKERS, HEATER 
Shakers, Cement, Polish, Pipe Collars, Stove Pipe Wire, Fire Shovels, Stove Knobs, 
Turn Keys and Latches, Etc. 




Original Stove Repairs and Water Fronts to Fit 




REPAIRS TO* FIT ROUND OAK STOVES AND RANGES 




REPAIRS TO FIT COLE’S HOT BLAST, MAJESTIC, SOUTH BEND 
MALLEABLE STOVES AND RANGES 

We Carry a Complete Stock of REPAIRS to fit Cole’s, COPPER CLAD, FAVORITE, MAJESTIC, 
Monarch, Quick Meal, Radiant Home, Range Eternal, Round Oak, Sanico, 
Peninsular, South Bend Malleable and Universal Stoves and Ranges 

at Special Price of 1 OV^c Lb. 

WATER FRONTS 

to fit above named stoves and ranges are tested to 200 lbs. pressure and are also carried in stock. 



SPECIAL PRICES on the above named Water Fronts. 



SHIPMENTS made on day orders are received. 




Manufactured by THE 

i m— 7-16-26 



ADAMS C OMP AN Y Dubuque, Iowa, U. S. A. 

Established 1883 SRC No. 3 



